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Other  agencies  and  individuals,  in  addition  to  those 
primarily  responsible  for  the  work,  contributed  in  a 
real  way  to  successful  conclusion  of  the  study.  Some 
gave  helpful  suggestions.  Others  furnished  basic 
information  essential  to  the  study.  Particularly  help- 
ful were  personnel  of  the  U.  S.  Engineer  Office,  Los 
Angeles;  Los  Angeles  County  Flood  Control  District;  Los 
Angeles  Office  of  U.  S.  Geological  Survey;  Los  Angeles 
and  San  Francisco  Offices  of  U.  S.  Weather  Bureau; 
Washington  Office  of  Division  of  Forest  Influences 
Research;  Experiment  Station  Division  of  Flood  Control 
Surveys;  Los  Angeles  County  Department  of  Forester  and 
Fire  Warden;  Ventura  County  Water  District;  Orange 
County  Water  District;  city  water  departments;  and  many 
local  water  companies. 
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FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION 


ANGELES  NATIONAL  FOREST 


By 

Charles  C®  Buck,  Wallace  L.  Fons, 


1/ 


and  Clive  M.  Countryman—' 


NEED  FOR  DAMAGE  APPRAISALS 


Protection  from  fire  has  long  been  recognized  as  the  key  to  success- 
ful management  of  the  mountain  watershed  lands  as  an  integral  part 
of  the  whole  southern  California  economy.  Planning  and  replanning 
the  organization,  facilities,  and  finances  necessary  to  provide  a 
level  of  protection  that  will  satisfy  current  needs  of  the  growing 
community  at  a justifiable  cost  is  a continuous  and  important  part 
of  the  management  effort.  An  essential  first  step  in  this  activity 
is  to  obtain  up-to-date  information  on  the  specific  damages  that 
result  from  fire  occurrence.  Actual  damages  must  be  appraised  as 
the  fires  occur  to  provide  a current  check  on  the  effectiveness  of 
the  protection  afforded®  Potential  damages  expected  under  different 
levels  of  protection  intensity  must  also  be  estimated  to  serve  as 
guides  for  determining  whether  increases  or  decreases  in  the  protec- 
tion effort  are  necessary  or  warranted.  Maintaining  protection 
intensity  in  step  with  the  local  economy  is  a particularly  difficult 
and  currently  critical  problem  throughout  the  southern  California 
region. 

Damages  from  fires  in  southern  California  are  frequently  of  several 
kinds.  Fires  destroy  structural  improvements;  they  consume  forage 
used  by  domestic  stock  and  wildlife;  they  interrupt  or  make  neces- 
sary the  rerouting  of  traffic  while  they  are  burning;  they  disrupt 
normal  business  and  recreational  uses  within  the  general  fire  area. 
By  removing  the  vegetation  cover  they  also  change  the  run-off  and 
erosion  characteristics  of  the  watersheds  themselves.  This  change 
causes  delayed  and  oftentimes  hidden,  and  thus  usually  uncounted  but 
nonetheless  real  and  far-reaching  damage.  All  these  forms  of  damage 
must  be  evaluated  to  obtain  an  adequate  appraisal  of  the  effects  of 
fire. 


1/  California  Forest  and  Range  Experiment  Station,  maintained  by 

the  Forest  Service,  U*  S.  Department  of  Agriculture,  at  Berkeley, 
California  in  cooperation  with  the  University  of  California. 


THE  WATERSHED  FIRE  DAMAGE  STUDY 


Many  of  tlie  foregoing  damages  can  be  evaluated  in  dollars  by  direct 
field  examination  immediately  after  a fire.  Damages  due  to  changed 
run-off  and  erosion  rates  of  a watershed,  on  the  other  hand,  usually 
accumulate  for  varying  periods  of  years  after  fire.  This  portion  of 
fire  damage  --  termed  here  "watershed  fire  damage"  — must  therefore 
be  predicted  in  advance  of  actual  occurrence-  if  the  appraisal  of  total 
fire  damage  is  to  serve  a useful  purpose  in  current  fire  control  pract- 
ice • The  only  practical  way  thus  far  proposed  by  which  this  can  be  done 
is  to  establish  the  relationships  between  run-off  and  erosion  and  damage 
and  then  to  estimate  the  damages  by  forecasting  the  changes  in  run-off 
and  erosion  brought  about  by  fire.  This  involves  an  inventory  and  a 
detailed  systematic  analysis  of  a large  number  of  complex  physical  and 
economic  factors  that  enter  into  the  problem*  Such  analyses  for  fire 
damage  appraisal  purposes  have  not  been  made  heretofore. 

The  present'  study  was  initiated  as  an  exploratory  step  in  this  new  field. 

Its  objective  was  to  provide  estimates  of  watershed  fire  damage  that 
would  serve  as  a practical  basis  for  fire  damage  appraisals  on  the 
southern  California  national  forests.  To  accomplish  this  objective  it 
was  necessary  first  to  bring  into  focus  and, then  to  evaluate  on  a physical 
basis  various  aspects  of  damage  which  have  previously  been  overlooked  or 
merely  estimated  from  personal  judgment  alone.  The  study,  concerned 
exclusively  with  the  watershed  damage  portion  of  total  fire  damage,  was 
carried  out  in  three  separate  phases:  (1)  developing  and  adapting  approp- 
riate methods  for  each  of  the  many  steps  required  in  the  actual  calculations, 
(2)  gathering  data  on  each  of  the  physical  and  economic  factors  concerned, 
and  (3)  subjecting  the  data  to  analysis  and  compiling  the  damage  estimates. 

Many  of  the  methods  used  were  new  and  previously  untried.  Many  compromises 
were  necessary,  owing  to  meager  records  of  past  watershed  performance  and 
other  important  factors,  and  to  other  causes.  Even  with  these  limitations, 
however,  the  results  appear  to  be  generally  acceptable  for  land  management 
purposes* 

This  publication,  which  represents  part  of  the  end  result  of  the  study, 
contains  tables  of  estimated  run-off  and  erosion  damages  of  different  kinds 
resulting  from  fire  on  watersheds  of  the  Angeles  National  Forest.  The 
tables  do  not  include  such  damages  as  those  resulting  from  destruction  of 
improvements,  forage,  timber,  recreation  uses  and  the  like  by  fire  itself. 
These  direct  fire  damages  must  be  appraised  separately  and  added  to  the 
watershed  damages  tabulated  in  this  volume,.  Some  of  these  other  damages 
are  listed  on  page  viiiQ 
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NATURE  OF  WATERSHED  DAMAGES  CONSIDERED 


Watershed  damages  for  the  purpose  of  this  study  are  limited  primarily  to 
the  dollar  costs  directly  attributable  to  run-off  and  erosion  from  the 
mountain  areas,,  These  costs  are  the  expenses  met  with  in  using  and 
maintaining  land,  improvements,  and  resources.  They  include  repairs  to 
improvements  damaged  or  sale  value  of  those  destroyed  by  run-off  and 
erosion,  as  well  as  such  indirect  costs  as  emergency  expenditures  re- 
quired to  maintain  uses  and  services  during  storm  periods,  and  expense 
for  rental  of  alternate  facilities  during  the  periods  required  for  re- 
pair or  replacement  of  those  damaged  by  floods. 

Detailed  studies  of  the  southern  California  flood  and  erosion  problem 
have  indicated  that  increased  rates  of  run-off  and  deposition  of  debris 
downstr earn  may  persist  for  many  years  after  fire.  The  potential  In- 
creases above  the  normal  rates  are  largest  the  first  year,  moderate  for 
about  5 years,  and  then  decline  slowly  for  the  remaining  years  required 
for  complete  recovery  of  the  watershed.  The  evidence  indicates  that 
many  watershed  units  require  considerably  in  excess  of  50  years  for  re- 
turn to  normal.  In  appraising  watershed  damage  resulting  from  fire,  it 
is  thus  necessary  to  cumulate  the  damages  from  increased  run-off  and 
erosion  on  the  burned  area  each  year  during  the  recovery  period. 

The  watershed  damages  tabulated  in  this  publication  represent  differen- 
ces between  (1)  estimated  damage  cumulated  from  time  of  burning  to  time 
of  complete  watershed  recovery  and  (2)  estimated  damage  which  would 
have  taken  place  during  the  same  period  had  the  fire  not  occurred.  The 
damages  which  will  actually  accrue  in  any  particular  year  on  either  a 
burned  or  on  an  unburned  watershed  depend  among  other  things  on  the 
amount,  intensity,  and  distribution  of  the  precipitation  that  year. 

Since  there  is  no  way  of  telling  what  this  will  be  for  individual  future 
years,  the  results  of  the  study  indicate  only  the  most  probable  damages 
over  a long  period  of  time  that  can  be  expected  for  a fire  of  average 
intensity  and  average  location  within  a v/atershed  unit.  For  any  indi- 
vidual fire  the  actual  damage  that  will  be  experienced  may,  of  course, 
be^  either  greater  or  less  than  the  average  because  of  an  odd  sequence  of 
flood  years  or  other  unforeseeable  circumstances* 

The  damage  estimates,  expressed  in  dollars,  are  based  on  1941  price 
levels.  It  was  assumed  for  purposes  of  this  study  that  this  price  level 
would  prevail  during  the  period  in  which  the  damages  are  expected  to 
accrue.  No  allowance  was  made  for  future  developments  in  either  the  up- 
stream or  the  downstream  flood  paths,  nor  for  changes  in  present  water- 
shed performance  caused  by  future  fires.  Revision  of  the  estimates 
should  thus  be  made  from  time  to  time  as  changing  conditions  warrant. 
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WATERSHED  DAMAGE  ESTIMATES 


Eor  application  of  the  principles  and  methods  developed  in  the  damage 
appraisal  study,  the  Angeles  National  Forest  has  been  divided  into  70 
damage  appraisal  units . Each  un it  consists  of  the  upstream  portion  of' 
a single  stream,  a major  tributary,  or  a slope  facet. 

Within  each  of  these  units  the  peak  discharge  per  square  mile  for  each 
flood  event  and  the  volume  of  debris  per  year  per  square  mile  of  watershed 
were  determined  as  the  two  basic  measures  of  watershed  performance  on  which 
to  base  the  calculations  of  watershed  damage.  These  measures  of  run-off 
and  erosion  were  estimated  from  analysis  of  past  records  of  precipitation, 
streamflow,  sedimentation,  and  of  such  watershed  factors  as  geology,  soils, 
shape  and  steepness  of  watershed,  and  kind  and  condition  of  the  vegetation. 
Run-off  and  erosion  rates  were  applied  uniformly  to  all  upstream  areas  with- 
in the  individual  appraisal  units. 

For  the  purpose  of  this  study  it  was  assumed  that  storms  of  given  size  and 
intensity  in  the  future  will  have  the  same  average  frequency  of  occurrence 
as  the  available  records  shov/  them  to  have  had  in  the  past®  Estimates  of 
run-off  and  erosion  under  this  precipitation  pattern  were  prepared  for  each 
watershed  when  normal- -with  fully  recovered  vegetation,  for  each  year  after 


burning,,  a: 
past  fires. 


for  each  year  from  1945  to  estimated  time  of  recovery  from 
Recovery  periods  vary  widely  between  different  watersheds 


covered  by  the  study • The  majority.,  however,  appear  capable  of  recovering 
to  near  normal  within  70  years.  Hence,  for  simplicity  in  calculating, 
damages  on  all  watersheds  were  cumulated  for  this  70  year  period. 

Because  of  the  non-uniform  distribution  of  upstream  values  and  differences 
in  their  susceptibility  to  damage,  each  appraisal  unit  was  further  sub- 
divided into  one  or  more  slope  and  canyon  bottom  zones.  These  are  areas 
considered  to  be  sufficiently  uniform  in  character  that  average  damage  rates 
can  be  applied  without  excessive  error.  The  zones  have  been  designated  as: 


Zone  1 - upper  slopes  with  prevailing  north  exposures 

Zone  2 - lower  slopes  with  prevailing  north  exposures 

Zone  3 - principal  canyon  bottoms  susceptible  to  flooding 
Zone  4 - lower  slopes  with  prevailing  south  exposures 

Zone  5 - upper  slopes  with  prevailing  south  exposures 


Appraisal  units  v/ere  divided  into  two  or  more  appropriate  zones  whenever 
differences  were  apparent,  either  in  damageable  values  at  stake  or  in  damage 
rates  for  any  given  storm  occurrence. 


1/  Peak  Discharge  and  Erosion  from  Southern.  California  Watersheds  as 
Influenced  by  Fire.  P.  B.  Rowe?  H.  C.  Storey  and  C«  M«  Countryman, 
typewritten  manuscript. 


Damageable  values  associated  with  each  watershed  unit  and  zone  were 
compiled  from  two  sources.  Downstream  values  were  obtained  from  both 
published  and  unpublished  data  collected  by  the  Corps  of  Engineers  and 
by  the  Department  of  Agriculture  Surveys  for  Elood  Control  for  areas  in 
which  such  surveys  have  been  made.  The  remaining  downstream  values  and 
all  upstream  values ? together  with  their  susceptibilities  to  damage,  we re 
obtained  from  field  inventories  made  as  part  of  the  damage  appraisal  study. 

Damage  to  each  of  the  different  kinds  and  locations  of  values  considered 
in  the  study  was  calculated  separately  according  to  the  way  each  is 
normally  affected  by  the  occurrence  of  run-off  and  debris  movement.  The 
many  steps  required  in  the  analysis  are  too  numerous  for  inclusion  here, 
but  will  be  described  in  a later  paper.  Differer_t  methods  were  ' developed 
for  determining  the  three  kinds  of  damage  recorded  in  the  damage  tables. 

The  basic  differences  were  as  indicated  below. 

Upstream  damages  and  those  in  the  downstream  overflow  area  were 

computed  in  terms  of  physical  damage  to  the  inventoried  improve- 
ments by  individual  storms  weighted  according  to  their  frequency 
of  occurrence,  plus  any  loss  suffered  by  the  use  associated  with 
each  improvement  item  as  a result  of  physical  damage  to  the 
property . 

The  cost  of  handling  and  storing  debris— usually  included  in  the 
past  as  part  of  downstream  flood  damage — was  separately  calculated 
in  the  present  study.  This  was  done  because  such  cost  is  not 
always  associated  with  physical  damage  to  improvements  and  because 
it  is  large  and  relatively  important.  Costs  of  handling  or  storing 
the  annual  volume  of  debris  resulting  from  erosion  were  calculated 
on  the  basis  of  its  probable  downstream  distribution  as  indicated 
by  field  inspection. 

Damage  to  water  supply  was  calculated  in  terms  of  acre  feet  of 
water  lost  to  domestic,  agriculture,  or  power  use  due  to  pollu- 
tion or  other  causes  during  storm  periods.  The  effects  of  fire 
on  underground  water  supplies  and  on  the  annual  volume  of  recover- 
able streamflow  were  NOT  included  in  the  damage  estimates.  To 
include  them  would  require  the  gathering  of  much  more  data  and  a 
much  more  detailed  analysis  of  individual  flood  events  than  was 
possible  in  the  current  project.  The  water  supply  considered 
was  therefore  restricted  to  that  taken  from  stream  diversions  for 
domestic,  irrigation,  and  power  uses  wherever  these  were  inventoried, 
'and  damage  was  restricted  to  the  kinds  for  which  calculations  could 
reasonably  be  made  in  terms  of  the  peak  discharge  for  each  flood. 

No  attempt  was  made  to  evaluate  loss  of  life  or  social  and  other  intangible 
damages  for  which  there  are  no  generally  accepted  dollar  equivalents. 
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HOW  TO  USE  THE  DAMAGE  TABLES 


The  damage  estimates  in  the  accompanying  tables  may  be  used  with  only 
slight  variations  of  method  in  a number  of  fire  control  activities. 

Three  of  these  activities  for  which  there  is  opportunity  for  immediate 
and  important  application  are  (1)  appraising  damage  from  individual 
fires,  (2)  estimating  the  changes  in  fire  damage  that  will  result  from 
the  increased  or  decreased  numbers  or  sizes  of  future  fires  expected 
under  different  intensities  of  protection,  and  (5)  planning  strategy 
and  deciding  priorities  for  action  on  going  fires.  Methods  appropriate 
for  each  of  these  uses  are  outlined  below. 

In  appraising  damage  from  individual  fires,  run-off  and  erosion  damage 
must  be  determined  separately  for  each  of  the  damages  listed  in  the 
tables  and  separately  for  the  area  burned  within  each  Damage  Appraisal 
Uniti/.  When  a single  fire  burns  in  more  than  one  unit  the  totals  for 
each  unit  must  therefore  be  added  together  to  determine  the  total  water- 
shed damage  for  the  fire.  Direct  fire  damages  must  be  added  to  this 
figure  to  obtain  total  fire  damage.  The  following  steps  are  necessary 
to  compute  watershed  damage  within  each  Appraisal  Unit: 

1.  Determine  the  total  area  burned  in  the  Appraisal  Unit. 

2.  Determine  the  total  area  burned  in  each  slope  zone. 

3.  Turn  to  the  damage  table  for  the  unit  concerned. 

4.  On  the  top  portion  of  the  table  under  each  of  the  upstream 
slope  zones  burned  - (1)  , (2),  (4),  and  (5)  - read  dollars 
damage  per  acre  opposite  the  size  class  in  which  the  area 
burned  in  each  zonefa  falls. 

5.  Multiply  the  dollars  per  acre  read  in  each  zone  column  by 
the  number  of  acres  burned  in  that  zone, 

6.  On  the  bottom  portion  of  the  table  under  each  of  the  columns 
headed  "other  damages"  read  dollars  per  acre  opposite  the 

*.n  which  the  total  area  burned  in  the  appraisal 


1/  Damage  Appraisal  Units  and  slope  zones  are  indie 


ed  on  sketch 


maps  that  follow  the  tables 0 

2/  Note  that  the  maximum  area,  in  acres,  to  be  used  in  computing  damage 
is  in  some  cases  less  than  the  actual  area  of  the  zone  or  unit. 

This  smaller  figure  represents  the  total  area  In  the  zone  or  unit 
that  will  have  increased  run-off  and  erosion  after  fire.  The  remain- 
der will  r_ot  be  affected  by  fire  to  an  appreciable  extent. 


7,  Multiply  the  dollars  per  acre  read  in  each  of  these  columns 
by  the  total  acres  burned  in  the  appraisal  unit, 

8,  Ida  together  the  dollars  damage  computed  for  the  separate 
columns  on  the  top  and  bottom  portions  of  the  table  to 
obtain  the  total  estimated  damage  for  the  Appraisal  Unit. 

If  the  fire  burned  in  more-  than  one  Appraisal  Unit,  add  the  totals  com- 
puted independently  for  each  one  to  obtain  a total  for  the  whole  fire. 

In  estimating  the  changes  in  fire  damage  that  will  result  from  changes 

in  the  numbers  or  sizes  of  future  fires  it  is  necessary  to  estimate 
damage  for  the  individual  future  fires  predicted.  In  order  to  apply 
the  tables  for  this  purpose,  the  number  of  burned  acres  to  be  assigned 
to  each  of  the  upstream  slope  zones  burned  must  be  decided  for  each 
presumed  fire.  Any  distribution  within  an  appraisal  unit  may  be  assumed 
that  will  suit  the  specific  purpose  at  hande  It  should  be  satisfactory 
in  most  instances  of  planning,  however,  to  assume  that  fires  on  the 
average  will  be  distributed  among  the  respective  zones  in  proportion  to 
their  relative  burnable  areas  within  the  unit.  The  appropriate  areas  in 
acres  are  given  in  the  tables  for  each  unit  and  zone.  Average  watershed 
damage  estimates  for  different  sizes  of  fires  have  been  computed  from 
the  tables  on  this  basis  for  all  damage  appraisal  units  within  the  sou- 
thern California  study  area.  These  are  planned  for  distribution  as  a 
separate  release. 

In  planning  strategy  and  deciding  priorities  for  action  on  going  fires 

the  tables  should  be  used  in  the  manner  most  appropriate  for  the  specific 
problem  at  hands  For  example;  (1)  where  the  problem  of  balancing 
suppression  cost  against  potential  damage  arises  in  planning  Strategy, 
total  watershed  damage  inside  a tentative  control  line  may  be  calculated 
from  the  tables  in  the  same  manner  as  if  the  area  were  burned = (2)  where 
the  problem  of  deciding  priorities  for  line  action  on  a fire  involves  a 
choice  of  local  areas  to  be  sacrificed  to  attain  a particular  burned 
area  objective  for  the  fire,  comparisons  should  be  made  between  the 
damage  rates  given  in  the  tables  for  the  particular  zones  and  appraisal 
units  involved;  (3)  where  the  problem  is  concerned  with  establishing 
priorities  for  action  on  more  than  one  going  f ire --particularly  where 
tentative  control  lines  have  not  been  decided-average  damage  rates 
determined  from  the  tables  as  described  in  the  preceding  paragraph 
should  usually  provide  an  adequate  measure  of  the  relative  damage  poten- 
tials of  the  fires  involved* 

It  should  be  noted  that  wherever  used  these  damage  estimates  are  directly 
applicable  only  to  the  specific  damage  appraisal  units  for  which  they 
were  prepared.  Using  them  as  guides,  however,  useable  estimates  may  be 
made  of  average  damages  to  be  expected  on  adjacent  areas  that  are  reason- 
ably comparable  in  terrain  and  degree  of  development . 
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ADDITIONAL  LIRE  DAMAGES 


It  was  indicated  in  the  beginning  that  a single  fire  may  have  several 
effects,  all  of  which  must  be  evaluated  to  secure  an  adequate  appraisal 
of  true  fire  damage.  The  fire  damage  resulting  from  increased  run-off 
and  erosion  was  selected  for  special  treatment  here  because  of  its 
general  importance  in  southern  California  and  because  it  requires  the 
application  of  specialized  methods  for  its  evaluation.  The  total  of 
other  forms  of  fire  damage,  however,  may  frequently  surpass  watershed 
damage  in  magnitude  and  should  not  be  overlooked. 

Among  the  more  important  forms  of  additional  damage  that  should  be 
considered  in  making  a fire  damage  appraisal  are: 

1.  Destruction  of  property  and  resources  by  fire. 

2.  Short  and  long  period  losses  of  recreational  use. 

3.  Game  animals  and  other  wildlife  killed. 

4.  Forage  for  wildlife  and  domestic  animals  damaged. 

5.  Costs  of  evacuation,  traffic  blocks,  etc.,  during  the  fire. 

6.  Loss  of  revenue  from  damaged  property  and  resources. 

7.  Rental  of  alternate  facilities  during  repair  or  replacement 
of  facilities  damaged  by  fire. 


These  elements  should  be  considered  in  estimating  the  probable  damage 
from  future  fires  as  well  as  in  making  current  damage  appraisals. 


TABLES  OF  EXPECTED  FIRE  DAMAGE  FROM 
INCREASED  RUN-OFF  AND  EROSION 


Angeles  National  Forest 


EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION-7 


Fire  damage  appraisal  unit:  San  Antonio  Canyon 


Unit  No.  A— 1 


Area  burned 

DAMAGE  TO 

IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  1 

Zone  2 

Zone  4 

Zone  5 

( acres) 

(dollars  per  acre) 

( dollars  per  'acre) 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

7 , 10 

0.15 

0.60 

0.15 

21  - 40 

u 

0.75 

27  70 

0.60 

41  - 60 

0,85 

1.30 

4.60 

1.05 

61  - 100 

1.35 

1.60 

7.30 

1.65 

101  - 180 

1 . 75 

1.60 

12.60 

2.85 

181  - 300 

1 . 75 

1.60 

16.60 

4.90 

301  - 600 

1.75 

1.60 

16.60 

9.10 

601  - 1000 

16.60 

12.50 

1001  - 1750 

16.60 

12.50 

Over  1750 

16.60 

12.50 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  damage 
on  slopes 

479 

362 

4,711 

3,992 

OTHER  DAM' AGES 

Total  area  burned 

Upstream 

Downs  t ream 

Debris  storage 

Water  from 

in  all  zones 

canyon 

overflow 

and/  or 

stream 

bottom 

area 

removal 

diversions 

( acres) 

( dollars  per  acre) 

( dollars  per  acre) 

( dollars  per  acre) 

( dollars  per  acre) 

0-20 

0 .00 

0.00 

0.60  , 

0.05 

21  - 40 

0.00 

0.00 

2.70 

0.20 

41  - 60 

0.00 

0.00 

4.65 

0.55 

61  - 100 

0.10 

0.15 

7.30 

0.55 

101  - 180 

0.15 

0.20 

12.70 

0.90 

181  - 300 

0.35 

0.50 

21.80 

1.55 

301  - 600 

0.70 

1.00 

40.40 

2.90 

601  - 1000 

1.45 

2.10 

55.80 

4.00 

1001  - 1750 

3.00 

4.30 

55.80 

4.00 

1751  - 3000 

6.40 

9.30 

55.80 

4.00 

3001  - 5000 

12.10 

17.60 

55.80 

4.00 

5001  - 9000 

22.10 

32.10 

55,80 

4.00 

9001  - 15,000 

31.00 

45.00 

55.80 

4 .00 

Over  15 , 000 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 
damages 

9,544 

9,544 

9,544 

9,544 

J/  Based  on  ig45  watershed  conditions  and  2942  price  levels. 


EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  i/ 


Fire  damage  appraisal  unit  : Thompson  Creek  Unit  No.  A— 2 


Area  burned 

DAMAGE  TO 

IMPROVEMENTS 

ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  1 

Zone  2 

Zone  4 

Zone  5 

( acres) 

( dollars  per  acre) 

( dollars  per  acre, 

( dollars  per  acre) 

( dollars  per  acre) 

0-20 

0.75 

0.70 

21  - 40 

3.50 

3,35 

41  - 60 

6.10 

5.70 

61  - 100 

9,60 

9.10 

101  - 180 

12.10 

15.70 

181  - 500 

12,10 

20.70 

301  - 600 

12.10 

20.70 

601  - 1000 

12,10 

20.70 

1001  - 1750 

12,10 

20.70 

Over  1750 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  damage 
on  slopes 

1,395 

1,139 

OTHER 

DAMAGES 

Total  area  burned 

Upstream 

Downstream 

Debris  storage 

Water  from 

canyon 

overflow 

and/or 

stream 

in  all  zones 

bottom 

area 

removal 

diversions 

( acres) 

( dollars  per  acre) 

( dollars  per  acre , 

(dollars  per  acre) 

(dollars  per  acre) 

0-20 

0.05 

0.00 

0.75 

21  - 40 

0,15 

0.05 

3.35 

41  - 60 

0.25 

0.10 

5.80 

61  - 100 

0.40 

0.15 

9.20 

101  - 180 

0.65 

0.25 

15.90 

181  - 300 

1.15 

0.40 

27.50 

501  - 600 

2.10 

0.75 

54.90 

601  - 1000 

3.80 

1.30 

34,90 

1001  - 1750 

6,50 

2.25 

34,90 

Over  1750 

12.20 

4.25 

34.90 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

damages 

2.534 

2,534 

2,554 

i / Based  on  1945  watershed  conditions  and  ig4i  price  levels. 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  A/ 


Fire  damage  appraisal  unit  • Lower  Thompson  Creek  Unit  No . A-3 


Area  burned 

DAMAGE  TO 

IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  1 

Zone  2 

Zone  4 

Zone  5 

f acres,) 

( dollars  per  acre) 

(dollars  per  acre , 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

1.10 

21  - 40 

5.10 

41  - 60 

8.70 

61  - 100 

13.80 

101  - 180 

17.50 

181  - 500 

17.50 

301  - 600 

17.50 

601  - 1000 

17.50 

1001  - 1750 

17.50 

Over  1750 

Maximum  area  for 
computing  damage 

( acres) 

( acres) 

( acres) 

( acres) 

on  slopes 

1,016 

OTHER  DAMAGES 

Total  area  burned 

Upstream 

Downstream 

Debris  storage 

Water  from 

canyon 

overflow 

and/  or 

stream 

in  all  zones 

bottom 

area 

removal 

diversions 

( acres) 

(dollars  per  acre) 

( dollars  per  acre , 

(dollars  per  acre) 

(dollars  per  acre) 

0-20 

0-05 

0-15 

5.55 

21  - 40 

0.25 

0.  75 

15.50 

41  - 60 

0.45 

1.30 

26.70 

61  - 100 

0.75 

2.10 

42.20 

101  - 180 

1.30 

5.60 

55.50 

181  - 300 

2.20 

6.20 

53.50 

501  - 600 

4 . 10 

11.40 

55.50 

601  - 1000 

7.40 

20.70 

55.50 

1001  - 1750 

9.60 

26.70 

53.50 

Over  1750 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

damages 

1,016 

1,01  € 

1,016 

1/  Based  on  1945  watershed  conditions  and  1941  price  levels . 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  1/ 


Fire  damage  appraisal  unit  • 


Liveoak  Creek 


Unit  No.  A'4 


Area  burned 

DAMAGE  TO 

IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  i 

Zone  2 

Zone  4 

Zone  5 

( acres) 

0-20 

21  - 40 

41  - 60 

61  - 100 
101  - 180 

181  - 500 

( dollars  per  acre) 

( dollars  per  acre , 

(dollars  per  acre) 

0 = 40 
1*85 
3,15 
5,00 
8.60 

11*40 

( dollars  per  acre) 

0.05 

0,25 

0 ,45 
0.75 
1.30 

1.70 

301  - 600 
601  - 1000 

11. ,40 
11,40 

1.70 

1.70 

1001  - 1750 
Over  1750 

Maximum  area  for 

( acres ) 

( acres) 

( acres) 

( acres) 

computing  damage 

681 

640 

on  slopes 

OTHER  DAMAGES 

Total  area  burned 

Upstream 

Downstream 

Debris  storage 

Water  from 

overflow 

stream 

canyon 

and/or 

in  all  zones 

bottom 

area 

removal 

diversions 

( acres) 

( dollars  per  acre) 

( dollars  per  acre , 

(dollars  per  acre) 

( dollars  per  acre ) 

0-20 

0.00 

0.05 

1,40 

21  - 40 

0,05 

0.30 

6-40 

41  - 60 

0J.0 

0,55 

11,  IQ 

61  - 100 

0 ,00 

0 *-85 

* 7 _ ; 

101  - 180 

0.35 

1.45 

30,30 

181  - 300 

0,60 

2,50 

52.00 

501  - 600 

1.05 

4.60 

66,50 

601  - 1000 

1.95 

8.40 

66  ,50 

1001  - 1750 
Over  1750 

3.25 

14.00 

66,50 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

damages 

1,321 

1,321 

1,321 

1/  Based  on  2945  neater  shed  conditions  and  ig4i  price  levels . 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  i/ 


Fire  damage  appraisal  unit  : Bradford  Avenue 


Unit  No . -A-- ^ 


Area  burned 

DAMAGE  TO 

IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  i 

Zone  2 

Zone  4 

Zone.  5 

f acres,) 

( dollars  per  acre) 

(dollars  per  acre , 

(dollars  per  acre ) 

( dollars  per  acre) 

0-20 

1,10 

21  - 40 

5.00 

41  - 60 

8,70 

61  - 100 

13.80 

101  - 180 

17.40 

181  - 500 

17.40 

301  - 600 

17  *40 

601  - 1000 

1001  - 1750 

Over  1750 

( acres) 

( acres) 

( acres) 

( acres) 

Maximum  area  for 

computing  damage 

on  slopes 

496 

OTHER  DAMAGES 

Upstream 

Downst  ream 

Debris  storage 

Water  from 

Total  area  burned 

canyon 

overflow 

and/or 

stream 

in  all  zones 

bottom 

area 

removal 

diversions 

( acres) 

(dollars  per  acre) 

( dollars  per  acre , 

(dollars  per  acre) 

(dollars  per  acre) 

0-20 

0ol0 

0.35 

3 o40 

21  - 40 

0.55 

1 o65 

15.60 

41  - 60 

0.95 

2.85 

26  08O 

61  - 100 

1.50 

4.45 

42  o40 

101  - 180 

2 065 

7 08O 

53.50 

181  - 300 

4.50 

13  o30 

53.50 

501  - 600 

9.50 

28.10 

53 . 50 

601  - 1000 

1001  - 1750 

Over  1750 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

damages 

496 

496 

496 

1 / Based  on  2945  watershed  conditions  and  2942  price  levels . 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  i/ 


Fire  damage  appraisal  unit  : Marshall  Creek  Unit  No.  A -6 


Area  burned 

DAMAGE  TO 

IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  i 

Zone  2 

Zone  4 

Zone  5 

( acres) 

( dollars  per  acre) 

( dollars  per  acre , 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

1.40 

0.30 

21  - 40 

6.40 

1.45 

41  - 60 

11.10 

2.50 

61  - 100 

17.50 

3.95 

101  - 180 

22.10 

5.00 

181  - 500 

22.10 

5.00 

301--  600 

22.10 

5.00 

601  - 1000 

22.10 

1001  - 1750 

22.10 

Over  1750 

( acres) 

( acres) 

( acres) 

( acres) 

Maximum  area  for 

computing  damage 

on  slopes 

1,076 

333 

OTHER  DAMAGES 

Upstream 

Downstream 

Debris  storage 

Water  from 

Total  area  burned 

canyon 

overflow 

and/or 

stream 

in  all  zones 

bottom 

area 

removal 

di version  s 

( acres) 

( dollars  per  acre) 

( dollars  per  acre , 

(dol lars  per  acre ) 

( dollars  per  acre) 

0-20 

0,05 

0.25 

6.70 

21  - 40 

0.25 

1,05 

30.70 

41  - 60 

0.40 

1.80 

53.00 

61  - 100 

0.65 

2.85 

83.50 

101  - 180 

1.10 

4.90 

106.00 

181  - 500 

1.90 

8.40 

106.00 

501  - 600 

3.55 

15.60 

106.00 

601  - 1000 

6.40 

. 28.20 

106.00 

1001  - 1750 

11.40 

50.50 

106.00 

Over  1750 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

damages 

1,409 

1,409 

1,409 

i / Based  on  2945  watershed  conditions  and  2942  price  levels. 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  - 


Fire  damage  appraisal  unit:  San  Dimas  Reservoir  Unit  No*  A— 7 


Area  burned 

D^GE  TO 

IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  i 

Zone  2 

Zone  4 

Zone  5 

( acres) 

( dollars  per  acre) 

(dollars  per  'acre) 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

0,00 

0.40 

4.40 

0.15 

21  - 40 

0.05 

1.75 

20.20 

0.70 

41  - 60 

0.10 

2.40 

54.90 

1.20 

61  - 100 

0.15 

2.40 

41.90 

1.85 

101  - 180 

0.20 

41.90 

5.25 

181  - 500 

0.50 

41.90 

5.60 

501  - 600 

0,50 

41.90 

7.10 

601  - 1000 

0,50 

41.90 

7.10 

1001  - 1750 

41.90 

7.10 

Over  1750 

7.10 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  damage 

on  slopes 

915 

77 

1,696 

7,770 

OTHER  DAMAGES 

Total  area  burned 

Upstream 

Downs  t ream 

Debris  storage 

Water  from 

canyon 

overflow 

and/or 

stream 

bottom 

area 

removal 

diversions 

( acres) 

( dollars  per  acre) 

( dollars  per  acre) 

( dollars  per  acre) 

(dollars  per  acre) 

0-20 

0.00 

0.00 

2.90 

21  - 40 

0.00 

0.00 

15.50 

41  - 60 

0,00 

0.00 

22.90 

61  - 100 

0.20 

0.05 

56.20 

101  - 180 

0.50 

0.10 

62.50 

181  - 500 

0.55 

0.15 

108.00 

501  - 600 

1,05 

0.25 

137.00 

601  - 1000 

1.85 

0.45 

157.00 

1001  - 1750 

5.15 

0.75 

157.00 

1751  - 5000 

5.50 

1.50 

137.00 

5001  - 5000 

9.20 

2.20 

137.00 

5001  - 9000 

16,10 

5.80 

157.00 

9001  - 15,000 

24.70 

5.80 

157.00 

Over  15 , 000 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

damages 

10,458 

10,458 

10,458 

i/  Based  on  2945  watershed  conditions  and  1941  price  levels . 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  V 


Fire  damage  appraisal  unit  : San  Dimas  Canyon 


Unit  No.  A-8 


Area  burned 

DAMAGE  TO 

IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  i 

Zone  2 

Zone  4 

Zone,  5 

( acres) 

( dollars  per  acre) 

(dollars  per  acre , 

(dollars  per  acre) 

( dollars  per  acre ) 

0-20 

0o00 

OoOO 

1.40 

0.05 

21  - 40 

- OoOO 

0.00 

6.40 

0.15 

41  - 60 

OoOO 

OoOO 

11.10 

0.30 

61  - 100 

0.00 

17.50 

0.45 

101  - 180 

0.00 

22.10 

0.60 

181  - 500 

22.10 

0.60 

301  - 600 

22.10 

0.60 

601  - 1000 

1001  - 1750 

Over  1750 

( acres) 

( acres) 

( acres) 

( acres) 

Maximum  area  for 

computing  damage 

on  slopes 

166 

45 

501 

454 

OTHER  DAMAGES 

Upstream 

Downst  ream 

Debris  storage 

Water  from 

Total  area  burned 

canyon 

overflow 

and/or 

stream 

in  all  zones 

bottom 

area 

remo  val 

diversions 

( acres) 

(dollars  per  acre ) 

( dollars  per  acre , 

( dollars  per  acre) 

(dollars  per  acre) 

0-20 

0.05 

0.00 

5.10 

0.50 

21  - 40 

0.25 

0.05 

23.50 

2.40 

41  - 60 

0.40 

0.10 

40.20 

4.15 

61  - 100 

0.65 

0.20 

65.50 

6.60 

101  - 180 

1.15 

0.35 

80.50 

11.40 

181  - 500 

1.95 

0.60 

80.50 

19.50 

501  - 600 

3.60 

1.10 

80.50 

24.90 

601  - 1000 

6.50 

1.95 

80.50 

24 . 90 

1001  - 1750 

9.70 

2.90 

80.50 

24.90 

Over  1750 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

damages 

1,166 

1,166 

1,166 

1,166 

1 j Based  on  2945  watershed  conditions  and  ig4i  price  levels . 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  ±/ 


Fire  damage  appraisal  unit'  Johnstone  Peak 


Unit  No.  A— 9 


Area  burned 

DAMAGE  TO 

IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  1 

Zone  2 

Zone  4 

Zone  5 

( acres) 

( dollars  per  acre) 

( dollars  per  acre , 

( dollars  per  acre) 

( dollars  per  acre) 

0-80 

1.10 

0.60 

21  - 40 

5.05 

2.70 

41  - 60 

8.70 

4.70 

61  - 100 

15.80 

7.40 

101  - 180 

25.80 

3.40 

181  - 500 

51.50 

9.40 

501  - 600 

51.50 

9.40 

601  - 1000 

51.50 

9.40 

1001  - 1750 

51.50 

Over  1750 

51.50 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  damage 

on  slopes 

2,221 

646 

OTHER  DAMAGES 

Total  area  burned 

Upstream 

Downstream 

Debris  storage 

Water  from 

canyon 

overflow 

and/or 

stream 

in  all  zones 

bottom 

area 

removal 

diversions 

( acres) 

( dollars  per  acre) 

( dollars  per  acre , 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

0,00 

0.05 

2.65 

21  - 40 

0.00 

0.25 

12.20* 

41  - 60 

0.05 

0.40 

21,00 

61  - 100 

0.05 

0.65 

55.20 

101  - 180 

0.10 

1.10 

57.50 

181  - 500 

0 . 15 

1.90 

75,50 

501  - 600 

0,50 

5 .55 

75.50 

601  - 1000 

0.40 

6.40 

75.50 

1001  - 1750 

0.40 

8.10 

75.50 

Over  1750 

0.40 

8.10 

75,50 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

damages 

2,867 

2,867 

2,867 

1 _/  Based  on  1945  watershed  conditions  and  ig4i  price  levels . 


EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  V 


Fire  damage  appraisal  unit  i Dalton  Reservoir  Unit  No.  A— 10 


Area  burned 

DAMAGE  TO 

IMPROVEMENTS 

ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  i 

Zone  2 

Zone  4 

Zone  5 

( acres) 

( dollars  per  acre) 

(dollars  per  acre , 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

1.55 

0.25 

21  - 40 

7.10 

1.15 

41  - 60 

9.80 

2.00 

61  - 100 

9.80 

3.15 

101  - 180 

9.80 

5.40 

181  - 500 

9.80 

7.10 

301  - 600 

. 

9.80 

7.10 

601  - 1000 

9.80 

7.10 

1001  - 1750 

7.10 

Over  1750 

7.10 

Maximum  area  for 

( acres) 

(acres) 

( acres) 

X acres) 

computing  damage 
on  slopes 

970 

1,927 

OTHER 

DAMAGES 

Total  area  burned 

Upstream 

Downstream 

Debris  storage 

Water  from 

canyon 

overflow 

and/or 

stream 

in  all  zones 

bottom 

area 

removal 

diversions 

( acres) 

( dollars  per  acre) 

( dollars  per  acre , 

(dollars  per  acre) 

(dollars  per  acre) 

0-20 

0.05 

0.00 

4.80 

21  - 40 

0.15 

0.05 

22.10 

41  - 60 

0.30 

0.05 

38.20 

61  - 100 

0.45 

0.10 

60.50 

101  - 180 

0.80 

0.15 

105.00 

181  - 300 

1.40 

0.30 

137.00 

501  - 600 

2 .60 

0.55 

137.00 

601  - 1000 

4.70 

0.95 

137.00 

1001  - 1750 

8.10 

1.65 

137.00 

Over  1750 

17.50 

3.55 

137.00 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

• 

damages 

2,906 

2,906 

2,906 

1/  Based  on  1945  watershed  conditions  and  1941  price  levels. 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  V 


Fire  damage  appraisal  unit : Dalton  Canyon  Unit  No.  A-ll 


Area  burned 

DAMAGE  TO 

IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  i 

Zone  2 

Zone  4 

Zone  . 5 

( acres) 

(dollars  per  acre) 

( dollars  per  acre , 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

0.50 

0.00 

0.25 

0.05 

21  - 40 

1.45 

OoOO 

1.05 

0.30 

41  - 60 

2.50 

OoOO 

1.85 

0.50 

61  - 100 

3.00 

0.00 

2.90 

0.80 

101  - 180 

5.00 

0.00 

3.65 

1.00 

181  - 500 

OoOO 

3.65 

1.00 

301  - 600 

3.65 

1.00 

601  - 1000 

3.65 

1.00 

1001  - 1750 

3.65 

Over  1750 

( acres) 

( acres) 

( acres) 

( acres) 

Maximum  area  for 

computing  damage 

on  slopes 

108 

250 

1 , 088 

608 

OTHER  DAMAGES 

Total  area  burned 

Upstream 

Downst  ream 

Debris  storage 

Water  from 

* 

canyon 

overflow 

and/or 

stream 

in  all  zones 

bottom 

area 

removal 

diversion  s 

( acres) 

( dollars  per  acre) 

( dollars  per  acre , 

(dollars  per  acre) 

(dollars  per  acre) 

0-20 

0.05 

0.05 

1.65 

0.05 

21  - 40 

0.50 

0.10 

7.60 

0.10 

41  - 60 

0.55 

0 .20 

13.10 

0.20 

61  - 100 

0.85 

0.35 

20.80 

0.35 

101  - 180 

1.50 

0.55 

36.00 

0.45 

181  - 300 

2.60 

1.00 

47.30 

0.45 

501  - 600 

4.80 

1.80 

47.30 

0.45 

601  - 1000 

8.70 

3.30 

47.30 

0.45 

1001  - 1750 

14.90 

5.60 

47.30 

0.45 

Over  1750 

22. 7Q 

8.60 

47.30 

0.45 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

damages 

2,054 

2,054 

2,054 

2,054 

4 J Based  on  1945  watershed  conditions  and  1^41  price  levels. 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  V 


Fire  damage  appraisal  unit  • Little  Dalton  Canyon 


Unit  No.  A- 12 


Area  burned 

DAMAGE  TO 

IMPROVEMENTS 

ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  1 

Zone  2 

Zone  4 

Zone  . 5 

( acres) 

( dollars  per  acre ) 

( dollars  per  acre , 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

11.80 

2.25 

21  - 40 

54.00 

10.30 

41  - 60 

93,50 

. 17,80 

61  - 100 

112.00 

28.20 

101  - 180 

112.00 

35,70 

181  - 500 

112,00 

35.70 

301  - 600 

112.00 

35.70 

601  - 1000 

112.00 

35  0 70 

1001  - 1750 

35.70 

Over  1750 

Maximum  area  for 

. ( acres ) 

( acres) 

( acres) 

( acres) 

computing  damage 
on  slopes 

774 

1,287 

OTHER 

DAMAGES 

Total  area  burned 

Upstream 

Downst  ream 

Debris  storage 

Water  from 

canyon 

overflow 

and/or 

stream 

in  all  zones 

bottom 

area 

removal 

diversion  s 

( acres) 

( dollars  per  acre) 

( dollars  per  acre , 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

0.05 

0,15 

6.30 

0,00 

21  - 40 

0,30  ' 

0.70 

29.20 

0.05 

41  - 60 

0,50 

1,20 

50.50 

0 .05 

61  - 100 

0.80 

1.90 

79.50 

0,05 

101  - 180 

1 c40 

3.35 

138,00 

0.10 

181  - 300 

2.40 

5.70 

181,00 

0,20 

501  - 600 

4.40 

10.60 

181 , 00 

0,25 

601  - 1000 

8,00 

19  c20 

181 , 00 

0.25 

1001  - 1750 

13.70 

32 ,70 

181.00 

0.25 

Over  1750 

21.00 

50.20 

181,00 

0.25 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 
damages 

2,061 

2,061 

2.061 

2,061 

1 / Based  on  IQ45  watershed  conditions  and  1941  price  levels. 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  ^ 


Fire  damage  appraisal  unit  • Glendora 


Unit  No.  A-13 


Area  burned 

DAMAGE  TO 

IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  i 

Zone  2 

Zone  4 

Zone  5 

( acres) 

( dollars  per  acre) 

( dollars  per  acre , 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

1.45 

1 a 32 

21  - 40 

6 i 65 

6 0 05 

41  - 60 

11,50 

0 

LO 

O 

1 — 1 

61  - 100 

18,10 

12,50 

101  - 180 

31  -40 

0 

10 

,*0 

CV2 

r— 1 

181  - 300 

41;  30 

12,50 

301  - 600 

41 0 30 

12.50 

601  - 1000 

41.30 

1001  - 1750 

41.30 

Over  1750 

Maximum  area  for 
computing  damage 
on  slopes 

( acres) 

( acres) 

( acres) 

1,589 

( acres) 

326 

OTHER  DAMAGES 

Total  area  burned 

Upstream 

canyon 

Downstream 

overflow 

Debris  storage 
and/  or 

Water  from 

stream 

in  all  zones 

bot  tom 

area 

removal 

diversion s 

( acres) 

( dollars  per  acre ) 

( dollars  per  acre , 

(dollars  per  acre ) 

(dollars  per  acre) 

0-20 

0.20 

0,55 

3,45 

21  - 40 

1.00 

2 o50 

15*90 

41  - 60 

1 0 70 

4,30 

27  s40 

61  - 100 

2.65 

608O 

43  o30 

101  - 180 

4o60 

11*80 

75.00 

181  - 300 

7*90 

20,20 

98,50 

301  - 600 

14.70 

37o50 

98o50 

601  - 1000 

20  o20 

51  o50 

98  o50 

1001  - 1750 

20.20 

51  o50 

98,50 

Over  1750 

20.20 

51,50 

98,50 

Maximum  area  for 
computing  other 
damages 

( acres) 

1,915 

( acres) 

1,915 

( acres) 

1,915 

( acres) 

1 / Based  on  1Q4$  watershed  conditions  and  1041  price  levels. 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION 


Fire  damage  appraisal  unit: 


East  Fork  San  Gabriel  River 


Unit  No.  A-14 


Area  burned 

DAMAGE  TO  IMPROVEMENTS 

ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  1 

Zone  2 

Zone  4 

Zone  5 

( acres) 

C dollars  per  acre) 

( dollars  per  acre ) 

( dollars  per  acre) 

( dollars  per  acre) 

0-20 

0.20 

0.10 

0.10 

0.00 

21  - 40 

0 95 

0.45 

0.40 

0.05 

41  - 60 

1.60 

0.80 

0.75 

0.05 

61  - 100 

2.55 

1.20 

1.15 

0.10 

101  - 180 

4.40 

1.55 

2.00 

0.15 

181  - 500 

7.60 

1.55 

2.65 

0.50 

501  - 600 

9.70 

1.55 

2.65 

0.55 

601  - 1000 

9.70 

1.55 

2.65 

1.00 

1001  - 1750 

9.70 

1.55 

2.65 

1.25 

Over  1750 

9.70 

1.55 

2.65 

1.25 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  damage 

on  slopes 

6,412 

2 , 611 

5,816 

18,240 

OTHER  DAMAGES 

Total  area  burned 

Upstream 

Downstream 

Debris  storage 

Water  from 

in  all  zones 

canyon 

overflow 

and/or 

stream 

bottom 

area 

removal 

diversions 

(acres) 

( dollars  per  acre) 

( dollars  per  acre ) 

(dollars  per  acre) 

(dollars  per  acre) 

0-20 

0.00 

5.60 

21  - 40 

0.00 

16.60 

41  - 60 

0.00 

28.-60 

61  - 100 

0.00 

45.20 

101  - 180 

0.00 

78.50 

181  - 500 

0.00 

154.00 

501  - 600 

0.00 

249.00 

601  - 1000 

0.05 

545.00 

1001  - 1750 

0.05 

545.00 

1751  - 5000 

0.15 

545.00 

5001  - 5000 

0.25 

545.00 

5001  - 9000 

'0.55 

545.00 

9001  - 15,000 

1.10 

545.00 

15,001  - 25,000 

1.95 

545.00 

25,001  - 50,000 

5.10 

545.00 

Over  50,000 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

damages 

51,079 

51,079 

1/  Based  on  2945  watershed  6onditions  and  *942  price  levels. 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  - 


Fire  damage  appraisal  unit:  North  Fork  San  Gabriel  River  Unit  So.  A— 15 


Area  burned 

DAMAGE  TO 

IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  1 

Zone  2 

Zone  4 

Zone  5 

( acres) 

( dollars  per  acre) 

( dollars  per  'acre) 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

1.15 

0.25 

21  - 40 

5.40 

1.05 

41  - 60 

9.30 

1.80 

61  - 100 

14.70 

2.85 

101  - 180 

25.50 

4.95 

181  - 500 

33.60 

8.50 

301  - 600 

33.60 

15.70 

601  - 1000 

33.60 

28.40 

1001  - 1750 

53.60 

56.20 

Over  1750 

33.60 

36.20 

Maximum  area  for 
computing  damage 

( acres) 

( acres) 

( acres) 

( acres) 

on  slopes 

3,249 

6.634 

OTHER  DAM’ AGES 

Total  area  burned 

Upstream 

Downs  t ream 

Debris  storage 

Water  from 

in  all  zones 

canyon 

overflow 

and/  or 

stream 

bottom 

area 

removal 

diversions 

( acres) 

( dollars  per  acre) 

( dollars  per  acre) 

(dollars  per  acre) 

(dollars  per  acre) 

0-20 

0.00 

1.10 

21  - 40 

0.00 

4.95 

41  - 60 

0.00 

5.60 

61  - 100 

0 10 

13.60 

101  - 180 

0.15 

23,50 

181  - 300 

0.25 

40.30 

301  - 600 

0.50 

74.50 

601  - 1000 

0.90 

103.00 

1001  - 1750 

1.55 

103.00 

1751  - 3000 

2.70 

103.00 

3001  - 5000 

4.55 

105.00 

5001  - 9000 

8.00 

103.00 

9001  - 15,000 

11.60 

105.00 

Over  15,000 

Maximum  area  for 
computing  other 

( acres) 

( acres) 

( acres) 

( acres) 

damages 

9,883 

9,883 

i/  Based  on  2945  watershed  conditions  and  2942  price  levels. 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  ^ 


Fire  damage  appraisal  unit:  Bear  Creek 


Unit  No.  A— 16 


Area  burned 

DAMAGE  TO  IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  i 

Zone  2 

Zone  4 

Zone  5 

( acres) 

(dollars  per  acre) 

( dollars  per  acre ) 

( dollars  per  acre) 

( dollars  per  acre) 

0-20 

0,00 

0.00 

0.00 

0.00 

21  - 40 

0,00 

0.10 

0.05 

0.00 

41  - 60 

0,00 

0.20 

0.10 

0.00 

61  - 100 

0,05 

0,30 

0.20 

0.05 

101  - 180 

0,05 

0.50 

0.30 

0.05 

181  - 300 

0.10 

0.65 

0.40 

0.10 

301  - 600 

0.15 

0.65 

0.40 

0.20 

601  - 1000 

0.25 

0.65 

0.40 

0.40 

1001  - 1750 

0.25 

0 . 65 

0.40 

0.50 

Over  1750 

0.25 

0.65 

0.40 

0.50 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  damage 
on  slopes 

2,929 

4,308 

8,488 

9,743 

OTHER  DAMAGES 

Total  area  burned 

Upstream 

Downstream 

Debris  storage 

Water  from 

in  all  zones 

canyon 

overflow 

and/or 

stream 

bottom 

area 

removal 

di versions 

(acres) 

( dollars  per  acre) 

( dollars  per  acre) 

(dollars  per  acre) 

(dollars  per  acre) 

0-20 

0.00 

3.90 

21  - 40 

0.00 

18.00 

41  - 60 

0.00 

31.00 

61  - 100 

0.00 

49.00 

101  - 180 

0.00 

85.00 

181  - 300 

0.00 

146.00 

301  - 600 

0.00 

270.00 

601  - 1000 

0.00 

372.00 

1001  - 1750 

0.05 

372.00 

1751  - 3000 

0.05 

372.00 

3001  - 5000 

.0.10 

372.00 

5001  - 9000 

0.20 

372.00 

9001  - 15,000 

0.35 

372.00 

15,001  - 25,000 

0.55 

372.00 

25,001  - 50,000 

0.70 

372.00 

Over  50,000 

Maximum  area  for 
computing  other 

( acres) 

( acres) 

( acres) 

25,468 

( acres) 

damages 

25,468 

d J Based  on  2945  watershed  conditions  and  *g4i  price  levels. 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION-7 


Fire  damage  appraisal  unit:  West  Fork  San  Gabriel  River  Unit  No . A-17 


Area  burned 

DMGE  TO 

IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  i 

Zone  2 

Zone  4 

Zone  5 

( acres) 

( dollars  per  acre) 

( dollars  per  'acre) 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

0 , 65 

n ^ £ 

0,05 

0.25 

21  - 40 

3 . 05 

1.7Q 

0.15 

1.10 

41  - 60 

5.50 

2.90 

0.25 

1.90 

61  - 100 

8.50 

4.60 

0,40 

3.00 

101  - 180 

10.50 

5.80 

0.70 

5.20 

181  - 500 

10.50 

5.80 

0.90 

9.00 

501  - 600 

10.50 

5.80 

0.90 

16.60 

601  - 1000 

10.50 

5.80 

0.90 

22.90 

1001  - 1750 

10.50 

5.80 

0.90 

22.90 

Over  1750 

10.50 

5.80 

0.90 

22.30 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  damage 

on  slopes 

5,869 

2,266 

5.225 

12,050 

OTHER  DAM' AGES 

Total  area  burned 

Upstream 

Downs  t ream 

Debris  storage 

Water  from 

canyon 

overflow 

and/or 

stream 

bottom 

area 

removal 

diversions 

( acres) 

( dollars  per  acre) 

( dollars  per  acre) 

(dollars  per  acre) 

(dollars  per  acre) 

0-20 

0.00 

10,50 

21  - 40 

0.00 

47.40 

41  - 60 

0.00 

81.50 

61  - 100 

0,00 

123.00 

101  - 180 

0.00 

224.00 

181  - 500 

0.00 

384.00 

501  - 600 

0.00 

490.00 

601  - 1000 

0.05 

490.00 

1001  - 1750 

0.05 

430.00 

1751  - 5000 

0.10 

490.00 

5001  - 5000 

0.20 

490.00 

5001  - 9000 

0.50 

430.00 

9001  - 15,000 

0.55 

490.00 

Over  15,000 

1.05 

490.00 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

damages 

25 , 588 

23,388 

1 ! Based  on  IQ45  watershed  conditions  and  ig4i  price  levels. 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  J/ 


Fire  damage  appraisal  unit:  San  Gabriel  Reservoir  No.  1 


Unit  No.  A -18 


Area  burned 

DAMAGE  TO  IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  1 

Zone  2 

Zone  4 

Zone  5 

( acres) 

(dollars  per  acre) 

( dollars  per  acre) 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

0 . 30 

3.45 

5.20 

0.30 

21  - 40 

4 .20 

15,80 

14.70 

1.45 

41  - 60 

7.30 

27.50 

25.30 

2.50 

61  - 100 

11.50 

45.10 

40.00 

3.95 

101  - 180 

19.90 

54.50 

50.50 

6.80 

181  - 500 

26.20 

54.50 

50.50 

11.70 

301  - 600 

26 . 20 

54.50 

50.50 

15.00 

601  - 1000 

54.50 

50.50 

15.00 

1001  - 1750 

54.50 

50.50 

15.00 

Over  1750 

50.50 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  damage 

on  slopes 

544 

1,100 

4,736 

1,498 

OTHER 

DAMAGES 

Total  area  burned 

Upstream 

Downstream 

Debris  storage 

Water  from 

canyon 

overflow 

and/or 

stream 

in  all  zones 

bottom 

area 

removal 

diversions 

( acres) 

(dollars  per  acre) 

(dollars  per  acre) 

( dollars  per  acre) 

( dollars  per  acre) 

0-20 

0.00 

5.30 

21  - 40 

0.00 

24.30 

41  - 60 

0.15 

41.90 

61  - 100 

0,25 

66.00 

101  - 180 

0.45 

115.00 

181  - 300 

0.75 

197.00 

301  - 600 

1.40 

252.00 

601  - 1000 

2.55 

252.00 

1001  - 1750 

4.35 

• 

252.00 

1751  - 3000 

7.60 

252.00 

3001  - 5000 

12.70 

252.00 

Over  5000 

2.5.60 

2.52.00 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

damages 

7,878 

7,878 

1/ 


Based  on  ig4$  watershed  conditions  and  2942  price 


levels. 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  i/ 


Fire  damage  appraisal  unit:  Morris  Reservoir 


Unit  No.  A— 19 


Area  burned 

DAMAGE  TO  IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  1 

Zone  2 

Zone  4 

Zone  5 

( acres) 

(dollars  per  acre) 

( dollars  per  acre) 

(dollars  per  acre) 

(dollars  per  acre) 

0-20 

0,00 

0.80 

5.10 

0.40 

21  - 40 

0.05 

3.60 

23.30 

1.80 

41  - 60 

0.10 

6.20 

40.20 

3.05 

61  - 100 

0.20 

9.80 

63.50 

4.85 

101  - 180 

0.30 

12.40 

80.50 

8.40 

181  - 500 

0.40 

12.40 

80.50 

14.40 

301  - 600 

0.40 

12.40 

80.50 

18.40 

601  - 1000 

0 .40 

12.40 

80.50 

18.40 

1001  - 1750 

0.40 

12.40 

80.50 

18.40 

Over  1750 

80.50 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  damage 

on  slopes 

1,043 

1,146 

1,997 

1,389 

OTHER 

DAMAGES 

Total  area  burned 

Upstream 

Downstream 

Debris  storage 

Water  from 

canyon 

overflow 

and/ or 

stream 

in  all  zones 

bottom 

area 

removal 

diversions 

( acres) 

(dollars  per  acre ) 

(dollars  per  acre) 

( dollars  per  acre) 

( dollars  per  acre) 

0-20 

0.00 

3.60 

21  - 40 

0.00 

16,60 

41-60 

0.00 

28.60 

61  - 100 

0.00 

45.10 

101  - 180 

0.00 

78.00 

181  - 300 

0.00 

134.00 

301  - 600 

0.05 

171.00 

601  - 1000 

0.10 

171.00 

1001  - 1750 

0.15 

171.00 

1751  - 3000 

0.25 

171.00 

3001  - 5000 

0.40 

171.00 

Over  5000 

0.55 

171.00 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

damages 

5,575 

5,575 

A/  Based  on  2945  wat  ershed  conditions  and  1942  price  levels. 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  i/ 


Fire  damage  appraisal  unit s Lower  San  Gabriel  Canyon  Unit  No.  A-20 


Area  burned 

DAMAGE  TO 

IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  i 

Zone  2 

Zone  4 

Zone  5, 

( acres) 

( dollars  per  acre) 

( dollars  per  acre , 

( dollars  per  acre) 

( dollars  per.  acre) 

0-20 

0.00 

1.40 

21  - 40 

0.00 

6.40 

41  - 60 

0.00 

11.01 

61  - 100 

0.00 

17.40 

101  - 180 

0.00 

30.20 

181  - 500 

0.00 

39.60 

301  - 600 

0.00 

39.60 

601  - 1000 
1001  - 1750 

39.60 

Over  1750 

Maximum  area  for 
computing  damage 
on  slopes 

( acres) 

358 

( acres) 

( acres) 

( acres) 

974 

OTHER  DAMAGES 

Total  area  burned 

Upstream 

canyon 

Downstream 

overflow 

Debris  storage 
and/or 

Water  from 

stream 

in  all  zones 

bottom 

area 

removal 

diversion  s 

( acres) 

( dollars  per  acre) 

( dollars  per  acre , 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

0.25 

1.95 

0.45 

21  - 40 

1.05 

9.10 

2.15 

41  - 60 

1.80 

15.60 

3.65 

61  - 100 

2.85 

24o70 

5.80 

101  - 180 

4.95 

42.80 

10.10 

181  - 500 

8.50 

56.50 

17.20 

501  - 600 

15.80 

56.50 

22.00 

601  - 1000 

28.40 

56.50 

22.00 

1001  - 1750 

48.20 

56.50 

22.00 

Over  1750 

Maximum  area  for 
computing  other 
damages 

( acres) 

1,332 

( acres) 

( acres) 

1,332 

( acres) 

1,332 

1/  Based  on  ig4$  watershed  conditions  and  1941  price  levels. 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  J/ 


Fire  damage  appraisal  unit:  Roberts  Can;/ on 


Unit  No.  A-21 


Area  burned 

DAMAGE  TO  IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  i 

Zone  2 

Zone  4 

Zone  5 

( acres) 

(dollars  per  acre) 

( dollars  per  acre) 

(dollars  per  acre) 

(dollars  per  acre) 

0-20 

0.55 

0.05 

0.40 

0.10 

21  - 40 

1.60 

0.50 

1,85 

0.50 

41  - 60 

2.75 

0.55 

5.20 

0.90 

61  - 100 

4.50 

0.85 

5.10 

1.40 

101  - 180 

5.50 

1.05 

6.40 

2.45 

181  - 500 

5.50 

6.40 

4.20 

501  - 600 

6.40 

7.70 

601  - 1000 

6.40 

10.70 

1001  - 1750 

6.40 

10.70 

Over  1750 

6.40 

10.70 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  damage 

on  slopes 

265 

115 

2,055 

2,182 

OTHER 

DAMAGES 

Total  area  burned 

Upstream 

Downstream 

Debris  storage 

Water  from 

canyon 

overflow 

and/or 

stream 

in  all  zones 

bottom 

area 

removal 

diversions 

( acres) 

(dollars  per  acre) 

( dollars  per  acre) 

( dollars  per  acre) 

( dollars  per  acre) 

0-20 

0.00 

5.85 

0.00 

21  - 40 

0.05 

17.60 

0.10 

41  - 60 

0.05 

50.40 

0.20 

61  - 100 

0.05 

48.10 

0.50 

101  - 180 

0.10 

85.50 

0.50 

181  - 500 

0.20 

110.00 

0.90 

501  - 600 

0.40 

110.00 

1.10 

601  - 1000 

0.70 

110.00 

1.10 

1001  - 1750 

1.20 

110.00 

1.10 

1751  - 5000 

2.10 

110.00 

1.10 

5001  - 5000 

4.15 

110.00 

1.10 

Over  5000 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

damages 

4^5.35 

4,595 

4,595 

1/  Based  on  2945  watershed  conditions  and  2942  price 


levels. 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  J/ 


Fire  damage  appraisal  unit;  Fi-S*1  Canyon  Unit  No . A-22 


Area  burned 

DAMAGE  TO  IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  1 

Zone  2 

Zone  4 

Zone  5 

f acres/ 

(dollars  per  acre) 

( dollars  per  acre) 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

0 . 35 

0.10 

0.45 

0.15  ' 

21  - 40 

1.65 

0.35 

2.00 

0.60 

41  - 60 

2.85 

0.60 

3.40 

1.00 

61  - 100 

4.50 

1.00 

5.40 

1.60 

101  - 180 

5 . 70 

1.25 

6.80 

2,75 

181  - 500 

5.70 

1.25 

6.80 

4.70 

301  - 600 

5.70 

1.25 

6.80 

8.70 

601  - 1000 

5.70 

6 .80 

12.00 

1001  - 1750 

6.80 

12.00 

Over  1750 

12.00 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  damage 

on  slopes 

806 

395 

1,197 

1,920 

OTHER 

DAMAGES 

Total  area  burned 

Upstream 

Downstream 

Debris  storage 

Water  from 

canyon 

overflow 

and/or 

stream 

in  all  zones 

bottom 

area 

removal 

diversions 

( acres) 

(dollars  per  acre) 

(dollars  per  acre ) 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

0.00 

0.00 

5 .00 

0.00 

21  - 40 

0.05 

0.00 

23.20 

0.10 

41  - 60 

0 . 05 

0.00 

40.10 

0.20 

61  - 100 

0.10 

0.05 

63.50 

0,30 

101  - 180 

0.15 

0.05 

110.00 

0.50 

181  - 500 

0.25  ' 

0.10 

144.00 

0.90 

301  - 600 

0.45 

0.15 

144 .00 

1.10 

601  - 1000 

0.80 

0.30 

144.00 

1-10 

1001  - 1750 

1.35 

0.50 

144.00 

1.10 

1751  - 3000 

2.30 

0,85’ 

144 . 00 

1.10 

3001  - 5000 

4.45 

. 1.70 

144 .00 

j — i 

0 

Over  5000 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

damages 

4,518 

4 , 518 

4,518 

4,518 

A/  Based  on  2945  watershed  conditions  and  2942  price  levels . 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  J/ 


Fire  damage  appraisal  unit:  Duarte  Unit  No.  A-25 


Area  burned 

DAMAGE  TO  IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  £ 

Zone  2 

Zone  4 

Zone  5 

( acres) 

(dollars  per  acre) 

( dollars  per  acre) 

(dollars  per  acre) 

(dollars  per  acre) 

0-20 

1.45 

0.25 

21  - 40 

6.60 

1.20 

41  - 60 

11.40 

2.10 

61  - 100 

18.00 

3.30 

101  - 180 

31.30 

5.80 

181  - 300 

41.10 

7.60 

301  - 600 

41.10 

7.60 

601  - 1000 

41.10 

1001  - 1750 

41.10 

Over  1750 

41.10 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  damage 

on  slopes 

2,5.86 

565 

OTHER 

DAMAGES 

Total  area  burned 

Upstream 

Downstream 

Debris  storage 

Water  from 

canyon 

overflow 

and/or 

stream 

in  all  zones 

bottom 

area 

removal 

diversions 

( acres ) 

(dollars  per  acre) 

(dollars  per  acre , 

( dollars  per  acre) 

( dollars  per  acre) 

0-20 

0.00 

0.00 

5.20 

21  - 40 

0.55 

0.60 

24.00 

41  - 60 

0.95 

1.05 

41.30 

61  - 100 

1.50 

1.70 

65.50  . 

101  - 180 

2.65 

2.95 

115.00 

181  - 300 

4 .55 

5.00 

149.00 

301  - 600 
i nnn 

8.40 

9.40 

149.00 

DUl  — xuuu 

1 nm  l 7cn 

11.60 

16.90 

149.00 

-LUU.L  — 1 ( OU 

1751  - 3000 

11.60 

21.50 

149.00 

11.60 

21.50 

149.00 

3001  - 5000 

Over  5000 

11.60 

21.50 

149.00 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

damages 

5.,  14.9 

5.149 

5u-149 

1/  Based  on  2945  watershed  conditions  and  1941  price  levels . 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  V 


Fire  Manage  appraisal  unit : Sawpit  Canyon  Unit  No.  - 


Area  burned 

DAMAGE  TO 

IMPROVEMENTS 

ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  i 

Zone  2 

Zone  4 

Zone  5 

( acres) 

( dollars  per  acre) 

(dollars  per  acre , 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

0.45 

o 

o 

ui 

21  - 40 

2,15 

0.30 

41  - 60 

3,75 

0 c.50 

61  - 100 

5 o 90 

0.80 

101  - 180 

7-50 

1,35 

181  - 500 

7 o50 

2.35 

301  - 600 

7.50 

3.00 

601  - 1000 

7.50 

3.00 

1001  - 1750 

3,00 

Over  1750 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  damage 
on  slopes 

627 

1.459. 

OTHER 

DAMAGES 

Total  area  burned 

Upstream 

Downstream 

overflow 

Debris  storage 

Water  from 

stream 

canyon 

and/  or 

in  all  zones 

bottom 

area 

removal 

diversions 

( acres) 

( dollars  per  acre) 

( dollars  per  acre , 

(dollars  per  acre) 

(dollars  per  acre) 

0-20 

0,00 

0,10 

11.70 

0 *05 

21  - 40 

0.00 

0.35 

54.00 

0 c30 

41  - 60 

0.05 

0.65 

93.00 

0.55 

61  - 100 

0.05 

1.00 

147.00 

0.85 

101  - 180 

0.10 

1.75 

254.00 

1,45 

181  - 500 

0.15 

3.00 

334.00 

1,95 

501  - 600 

0 o30 

5 .,50 

334,00 

1,95 

601  - 1000 

0.50 

10.00 

334.00 

1.95 

1001  - 1750 

0.85 

17.10 

334.00 

1.95 

Over  1750 

1.35 

26,60 

334*00 

1.95 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

2,086 

damages 

2.086 

2 , 086 

2 ; 086 

ij  Based  on  ig4$  watershed  conditions  and  ig4i  price  levels. 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  i/ 


Fire  damage  appraisal  unit  : Monrovia  Canyon  Unit  No.  A— 25 


Area  burned 

DAMAGE  TO 

IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  i 

Zone  2 

Zone  4 

Zone  5 

( acres) 

( dollars  per  acre) 

(dollars  per  acre > 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

0.30 

1.30 

0.05 

21  - 40 

1.25 

6.10 

0.30 

41  - 60 

1.75 

10.50 

0.50 

61  - 100 

1.75 

12.60 

0.75 

101  - 180 

1.75 

12.60 

1.30 

181  - 500 

12.60 

1.70 

301  - 600 

12.60 

1.70 

601  - 1000 

12.60 

1.70 

1001  - 1750 

12.60 

Over  1750 

( acres) 

( acres) 

( acres) 

( acres) 

Maximum  area  for 

computing  damage 

on  slopes 

115 

1.037 , 

998 

OTHER  DAMAGES 

Total  area  burned 

Upstream 

Downst  ream 

Debris  storage 

Water  from 

canyon 

overflow 

and/or 

stream 

in  all  zones 

bottom 

area 

removal 

diversions 

( acres) 

(dollars  per  acre) 

( dollars  per  acre , 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

0,00 

0.05 

6.60 

0.05 

21  - 40 

0.10 

0.20 

30.30 

0.25 

41  - 60 

0.15 

0.40 

52.00 

0.40 

61  - 100 

0.20 

0.60 

82.50 

0.65 

101  - 180 

0.40 

1.05 

104.00 

0.85 

181  - 300 

0.65 

1.80 

104.00 

0.85 

501  - 600 

1.20 

3.30 

104.00 

0.85 

601  - 1000 

2.20 

6.00 

104.00 

0.85 

1001  - 1750 

3.75 

10.20 

104.00 

0.85 

Over  1750 

6.00 

16.40 

104  00 

Q QK 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

m 0 O.t J 

( acres ) 

computing  other 

damages 

2,150 

2,150 

2,150 

2.150 

4 ._/  Based  on  1945  watershed  conditions  and  1941  price  levels . 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  A/ 


Fire  damage  appraisal  unit  i Ruby  Canyon 


Unit  No.  A -26 


Area  burned 

DAMAGE  TO 

IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  i 

Zone  2 

Zone  4 

Zone  5 

( acres) 

( dollars  per  acre) 

( dollars  per  acre. 

( dollars  per  acre) 

( dollars  per  acre ) 

0-20 

10.50 

21  - 40 

48.20 

41  - 60 

83.00 

61  - 100 

131.00 

101  - 180 

228.00 

181  - 500 

299.00 

301  - 600 

299.00 

601  - 1000 
1001  - 1750 

299.00 

Over  1750 

Maximum  area  for 
computing  damage 

( acres) 

( acres ) 

( acres) 

( acres) 

on  slopes 

627 

OTHER  DAMAGES 

Total  area  burned 

Upstream 

Downst  ream 

overflow 

Debris  storage 

Water  from 

stream 

canyon 

and/  or 

in  all  zones 

bottom 

area 

removal 

di version  s 

( acres) 

( dollars  per  acre) 

( dollars  per  acre , 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

1.75 

1.85 

5.60 

21  - 40 

8.20 

8.60 

25.70 

41  - 60 

14.00 

14.  SO 

44.30 

61  - 100 

22.20 

23.40 

70.00 

101  - 180 

38.50 

40.60 

121.00 

181  - 500 

66.00 

69.50 

159.00 

501  - 600 

122.00 

129.00 

159.00 

601  - 1000 
1001  - 1750 

176.00 

186.00 

159.00 

Over  1750 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

damages 

627 

627 

627 

1/  Based  on  1945  watershed  conditions  and  1941  price  levels. 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  i/ 


Fire  damage  appraisal  unit : Santa  Anita  Canyon  Unit  No.  A-27 


Area  burned 

DAMAGE  TO  IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  i 

Zone  2 

Zone  4 

Zone  5 

( acres) 

(dollars  per  acre) 

( dollars  per  acre) 

(dollars  per  acre) 

(dollars  per  acre) 

0-20 

0.15 

0.05 

1.85 

0.05 

21  - 40 

0.65 

0.20 

8.60 

0.20 

41  - 60 

1.15 

0.35 

14.80 

0.40 

61  - 100 

1.80 

0.55 

23.50 

0,60 

101  - 180 

2.25 

0.70 

29.70 

1.05 

181  - 300 

2,25 

0.70 

29.70 

1.80 

301  - 600 

2.25 

29.70 

3.35 

601  - 1000 

2 .25 

29.70 

4.60 

1001  - 1750 

2.25 

29.70 

4.60 

Over  1750 

4.60 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  damage 

on  slopes 

1,062 

256 

1.351 

fLq.47 

OTHER 

DAMAGES 

Total  area  burned 

Upstream 

Downstream 

Debris  storage 

Water  from 

canyon 

overflow 

and/or 

stream 

in  all  zones 

bottom 

area 

removal 

diversions 

( acres) 

(dollars  per  acre) 

(dollars  per  acre, 

( dollars  per  acre) 

( dollars  per  acre) 

0-20 

0.00 

0.00 

12.90 

21  - 40 

0.00 

0.00 

59.00 

41  - 60 

0.05 

0.15 

102.00 

61  - 100 

0.10 

0.20 

161.00 

101  - 180 

0.15 

0.35 

280.00 

181  - 300 

0.25 

0.65 

367.00 

301  - 600 

0.45 

1.15 

367.00 

601  - 1000 

0.85 

2.10 

367.00 

1001  - 1750 

1.40 

3.60 

367.00 

1751  - 3000 

2.45 

6.20 

367.00 

3001  - 5000 

4.15 

10.40 

367.00 

Over  5000 

7.20 

18.10 

*87  nn 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

damages 

6,816 

6.816 

6.816 

A/  Based  on  ig4$  wat ershed  conditions  and  ig4i  price  levels . 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  ^ 


Fire  damage  appraisal  unit  ’•  Clamshell  Canyon  Unit  No.  A— 28 


Area  burned 

DAMAGE  TO 

IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  i 

Zone  2 

Zone  4 

Zone  5 

( acres) 

( dollars  per  acre) 

(dollars  per  acre , 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

2.60 

0.25 

21  - 40 

12.10 

1.15 

41  - 60 

20.80 

2.00 

61  - 100 

32.90 

3.15 

101  - 180 

41.60 

3.95 

181  - 500 

. 

41.60 

3.95 

301  - 600 

41.60 

601  - 1000 

41.60 

1001  - 1750 

41.60 

Over  1750 

( acres) 

( acres) 

( acres) 

( acres) 

Maximum  area  for 

computing  damage 

on  slopes 

1.512 

275 

OTHER  DAMAGES 

Total  area  burned 

Upstream 

Downs  t ream 

Debris  storage 

Water  from 

canyon 

overflow 

and/  or 

stream 

in  all  zones 

bottom 

area 

removal 

diversions 

( acres) 

( dollars  per  acre) 

( dollars  per  acre , 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

0,00 

0.00 

2.80 

0.00 

21  - 40 

0.10 

0.05 

12.90 

0.05 

41  - 60 

0.15 

0.10 

22.30 

0.10 

61  - 100 

0.20 

0.15 

35.20 

0.10 

101  - 180 

0.35 

0.25 

61.00 

0.20 

181  - 500 

0.60 

0.45 

80.00 

0.25 

501  - 600 

1.15  * 

0.80 

80.00 

0.25 

601  - 1000 

2.10 

1.45 

80.00 

0.25 

1001  - 1750 

4.20 

2.95 

80.00 

0.25 

Over  1750 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

damages 

1,587 

1.587 

1,587 

1,587 

1/  Based  on  2945  watershed  conditions  and  2942  price  levels. 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  i/ 


Fire  damage  appraisal  unit  : Little  Santa  Anita  Canyon  tfnit  No.  A-29 


Area  burned 

DAMAGE  TO 

IMPROVEMENTS 

ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  i 

Zone  2 

Zone  4 

Zone  5 

( acres) 

( dollars  per  acre) 

(dollars  per  acre , 

(dollars  per  acre) 

( dollars  per  acre) 

0—20 

0.20 

2.90 

0.00 

0.55 

21  - 40 

0.90 

13.40 

0.00 

2.50 

41  - 60 

1.25 

18.50 

OoOO 

4.30 

61  - 100 

1.25 

18.50 

OoOO 

6,80 

101  - 180 

1.25 

OoOO 

806O 

181  - 500 

0,00 

8.60 

501  - 600 

0 ;00 

8.60 

601  - 1000 
1001  - 1750 

806O 

Over  1750 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  damage 
on  slopes 

154 

70 

497 

803 

OTHER 

DAMAGES 

Total  area  burned 

Upstream 

Downstream 

overflow 

Debris  storage 

Water  from 

stream 

canyon 

and/or 

in  all  zones 

bottom 

area 

removal 

diversions 

( acres) 

( dollars  per  acre ) 

( dollars  per  acre , 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

OoOO 

0.05 

19.20 

21  - 40 

0.10 

0 o25 

88.50 

41  - 60 

0 ol5 

0.45 

152.00 

61  - 100 

0.25 

0o70 

240.00 

101  - 180 

0.45 

1 o25 

304 0 00 

181  - 500 

0.80 

2.10 

1 

304 0 00 

501  - 600 

1.45 

3 o90 

304.00 

601  - 1000 

2.65 

7 o00 

304 0 00 

1001  - 1750 

5.10 

13.60 

304,00 

Over  1750 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

damages 

1,524 

1,524 

1,524 

1 / Based  on  IQ45  watershed  conditions  and  1941  price  levels. 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  V 


Fire  damage  appraisal  unit  • Sierra  Madre 


Unit  No.  A— 50 


Area  burned 

DAMAGE  TO 

IMPROVEMENTS 

ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  i 

Zone  2 

Zone  4 

Zone  5 

( acres) 

( dollars  per  acre) 

(dollars  per  acre , 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

30,20 

3.10 

21  - 40 

139,00 

14,20 

41  - 60 

240.00 

24,40 

61  - 100 

288.00 

38.60 

101  - 180 

288.00 

48.80 

181  - 500 

288.00 

48.80 

501  - 600 

288.00 

48.80 

601  - 1000 

288.00 

48.80 

1001  - 1750 

288.00 

Over  1750 

Maximum  area  for 
computing  damage 

( acres) 

( acres) 

( acres) 

( acres) 

on  slopes 

1,357 

634 

OTHER 

DAMAGES 

Total  area  burned 

Upstream 

Downst  ream 

Debris  storage 

Water  from 

canyon 

overflow 

and/or 

st  ream 

in  all  zones 

bottom 

area 

removal 

diversions 

( acres) 

(dollars  per  acre) 

( dollars  per  acre/ 

(dollars  per  acre) 

(dollars  per  acre) 

0 - 20 

0.60 

1.25 

14.00 

21  - 40 

2 .85 

5.80 

64.50 

41  - 60 

4,30 

10.00 

111.00 

61  - 100 

7.70 

15.90 

175.00 

101  - 180 

13.40 

27,50 

222.00 

181  - 500 

25  .00 

47.20 

222.00 

501  - 600 

42.50 

87.50 

222.00 

601  - 1000 

77,00 

158.00 

222.00 

1001  - 1750 

98,00 

201.00 

222.00 

Over  1750 

98.00 

201.00 

222.00 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

damages 

1,991 

1,991 

1,991 

i_/  Based  on  2945  watershed  conditions  and  ig4i  price  levels. 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  J/ 


. 7 ..  Eaton  Canyon 

Fire  damage  appraisal  unit: 


„ „ A— SI 

Unit  No, 


Area  burned 

by  zones 

DAMAGE  TO  IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

Zone  1 

Zone  2 

Zone  4 

Zone  5 

( acres) 

0-20 

21  - 40 
41-60 

61  - 100 
101  - 180 

181  - 300 
301  - 600 
601  - 1000 
1001  - 1750 
Over  1750 

(dollars  per  acre) 

3.15 

14.45 

24.90 

29.85 

29.85 

29.85 

( dollars  per  acre) 

(dollars  per  acre) 

8.30 

38.20 

66.00 

79.00 

79.00 

79.00 

79.00 

79.00 

79.00 

(dollars  per  acre) 

0.50 

2.25 

3.85 

6.10 

10.60 

13.90 

13.90 

13.90 

13.90 

13.90 

Maximum  area  for 
computing  damage 
on  slopes 

( acres) 

256 

( acres) 

( acres) 

1,668 

( acres) 

3,482 

OTHER 

DAMAGES 

Total  area  burned 

in  all  zones 

Up  st  ream 
canyon 

bottom 

Downstream 

overflow 

area 

Debris  storage 
and/or 
removal 

Water  from 

stream 

diversions 

( acres) 

0-20 

21  - 40 

41  - 60 

61  -'100 
101  - 180 

181  - 300 
301-  600 
601  - 1000 
1001  - 1750 
1751  - 3000 

3001  - 5000 
Over  5000 

(dollars  per  acre) 

0.00 

0.00 

1.50 

2.40 

4.10 

7.10 
13.10 
23.60 
40.40 
70.00 

118.00 

163.00 

(dollars  per  acre, 

0.00 

0.00 

0.60 

0.95 

1.70 

2.90 

5.30 

9.60 

16.40 

28.50 

47.90 

66.50 

(dollars  per  acre) 

18.40 

84.50 

146.00 

231.00 

292.00 

292.00 

292.00 

292.00 

292.00 

292.00 

292.00 

292.00 

( dollars  per  acre) 
0.10 
0.45  1 
0.75 
1.20 
2.10 

3.55 

4.55 
4.55 
4.55 
4.55 

4.55 

4.55 

Maximum  area  for 
computing  other 
damages 

( acres) 
5,406 

( acres) 
5,406 

( acres) 
5,406 

( acres) 

5,406 

J/  Based  on  2945  watershed 


conditions  and  2942  price 


levels. 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  V 


Fire  damage  appraisal  unit  : Rubio  - Las  Flores 


Unit  No. 


Area  burned 

DAMAGE  TO 

IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  1 

Zone  2 

Zone  4 

Zone  5 

( acres) 

( dollars  per  acre) 

( dollars  per  acre , 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

23.30 

1,05 

21  - 40 

107,00 

4.90 

41  - 60 

148c 00 

8.40 

61  - 100 

148.00 

13.30 

101  - 180 

148.00 

23.00 

181  - 500 

148,00 

30.30 

301  - 600 

148.00 

30.30 

601  - 1000 

30.30 

1001  - 1750 

Over  1750 

( acres) 

( acres) 

( acres) 

( acres) 

Maximum  area  for 

computing  damage 

on  slopes 

410 

Z42 

OTHER  DAMAGES 

Total  area  burned 

Upstream 

Downstream 

Debris  storage 

Water  from 

canyon 

overflow 

and/or 

stream 

in  all  zones 

bottom 

area 

removal 

diversions 

( acres) 

(dollars  per  acre) 

( dollars  per  acre , 

(dollars  per  acre) 

(dollars  per  acre) 

0-20 

0 o05 

0.55 

12.20 

0.00 

21  - 40 

0 o35 

2.60 

56.00 

0.05 

41  - 60 

0 06O 

4 ,45 

96.50 

0ol0 

61  - 100 

0.95 

7 c 10 

153  0 00 

0*15 

101  - 180 

1.60 

12,30 

193 0 00 

0,30 

181  - 300 

2.80 

21,00 

193  o00 

0 o40 

501  * 600 

5 ol0 

38,90 

1.93  c 00 

Q .40 

601  - 1000 

608O 

70.50 

193  o00 

0 ,40 

1001  - 1750 

608O 

103.00 

193.00 

0.40 

Over  1750 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

damages 

1+152 

1052 

1.  . 1 52 

1 .152 

1/  Based  on  1945  watershed  conditions  and  ig4i  price  levels. 


EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  ^ 


Fire  damage  appraisal  unit  : West  Ravine  Unit  No.  A— 55 


Area  burned 

DAMAGE  TO 

IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  1 

Zone  2 

Zone  4 

Zone  5 

( acres) 

(dollars  per  acre) 

( dollars  per  acre, 

( dollars  per  acre) 

( dollars  per  acre) 

0-20 

3.55 

21  - 40 

16.40 

41  - 60 

28.40 

61  - 100 

44.80 

101  - 180 

77.50 

181  - 500 

102.00 

301  - 600 

102.00 

601  - 1000 

102.00 

1001  - 1750 

Over  1750 

( acres) 

( acres) 

( acres) 

( acres) 

Maximum  area  for 

computing  damage 

on  slopes 

818 

OTHER  DAMAGES 

Upstream 

Downst  ream 

Debris  storage 

Water  from 

Total  area  burned 

canyon 

overflow 

and/  or 

stream 

in  all  zones 

bottom 

area 

removal 

diversions 

( acres) 

( dollars  per  acre) 

( dollars  per  acre , 

( dollars  per  acre) 

(dollars  per  acre ) 

0-20 

0.05 

0.20 

3.45 

21  - 40 

0.15 

0.95 

15.90 

41  - 60 

0.25 

1.65 

27.40 

61  - 100 

0.55 

2-60 

45.40 

101  - 180 

0.65 

4 ,50 

■75.00 

181  - 500 

1.05 

7.70 

99.00 

501  - 600 

1.35 

14.30 

99.00 

601  - 1000 

1.35 

26.80 

99.00 

1001  - 1750 

Over  1750 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

damages 

818 

818 

818 

1/  Based  on  1945  watershed  conditions  and  1941  price  levels . 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION-7 


Fire  damage  appraisal  unit:  Arroyo  Seco  Unit  No . A-34 


Area  burned 

DAMAG E TO 

IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  i 

Zone  2 

Zone  4 

Zo  n e 5 

( acres) 

( dollars  per  acre) 

( dollars  per  'acre) 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

0.15 

0.95 

3.20 

0.30 

21  - 40 

0.65 

4.45 

14,70 

1.25 

41  - 60 

1.10 

7.70 

25.40 

2.20 

61  - 100 

1-75 

9.20 

40.10 

3.45 

101  - 180 

3,05 

9.20 

69.50 

6.00 

181  - 500 

4.00 

9.20 

119.00 

10.30 

301  - 600 

4.00 

9.20 

152.00 

.19.00 

601  - 1000 

4-00 

9,20 

152.00 

26.30 

1001  - 1750 

4-00 

152.00 

26.30 

Over  1750 

4-00 

152.00 

26.30 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  damage 

on  slopes 

2,227 

614 

5 , 5.5.0 

4-^954 

OTHER  DAM' AGES 

Total  area  burned 

Upstream 

Downs  t ream 

Debris  storage 

Water  from 

canyon 

overflow 

and/  or 

stream 

bottom 

area 

removal 

diversions 

( acres) 

( dollars  per  acre) 

( dollars  per  acre) 

(dollars  per  acre) 

( i dollars  per  acre) 

0-20 

0-00 

0.00 

8.20 

0.05 

21  - 40 

0.00 

0.00 

57.90 

0.15 

41  - 60 

0.00 

0.00 

65.50 

0.30 

61  - 100 

0.05 

0.15 

103,00 

0.45 

101  - 180 

0,10 

0.25 

179.00 

0,80 

181  - 300 

0.10 

0 .45 

307.00 

1.40 

301  - 600 

0.20 

0.80 

392.00 

2.60 

601  - 1000 

0.40 

1.45 

392.00 

3.60 

1001  - 1750 

0.65 

2.45 

392.00 

3.60 

1751  - 3000 

1.10 

4.25 

392.00 

3.60 

3001  - 5000 

1.90 

7.20 

392.00 

3.60 

5001  - 9000 

3-25 

12.50 

392.00 

5.60 

9001  - 15,000 

6.40 

24.40 

392.00 

3.60 

Over  15,000 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

damages 

13,305 

13.305 

15,505  1 

15,505 

J -J  Based  on  ig4$  watershed  conditions  and  ig4i  price  levels . 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  V 


Fire  damage  appraisal  unit  • jj'lint  Canyon  Unit  No.  A-55 


Area  burned 

DAMAGE  TO 

IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  i 

Zone  2 

Zone  4 

Zone  5 

( acres) 

( dollars  per  acre) 

( dollars  per  acre > 

( dollars  per  acre) 

( dollars  per  acre) 

0-20 

4.65 

21  - 40 

21.50 

41  - 60 

37.00 

61  - 100 

58.50 

101  - 180 

102.00 

181  - 500 

133.00 

301  - 600 

133.00 

601  - 1000 

133.00 

1001  - 1750 

153.00 

Over  1750 

( acres) 

( acres) 

( acres) 

( acres) 

Maximum  area  for 

computing  damage 

on  slopes 

1 ,210 

OTHER  DAMAGES 

Upstream 

Downstream 

Debris  storage 

Water  from 

Total  area  burned 

canyon 

overflow 

and/  or 

stream 

in  all  zones 

bottom 

area 

removal 

diversions 

( acres) 

(dollars  per  acre) 

( dollars  per  acre , 

(dollars  per  acre) 

(dollars  per  acre) 

0-20 

0.20 

0.05 

2.90 

21  - 40 

0.95 

0.35 

13.40 

41  - 60 

1.60 

0.60 

25.10 

61  - 100 

2.55 

0.90 

36.50 

101  - 180 

4.40 

1.60 

63.50 

181  - 500 

7.50 

2.70 

83.00 

501  - 600 

13.90 

5.00 

83.00 

601  - 1000 

25.20 

9.10 

83.00 

1001  - 1750 

38.80 

13.90 

83.00 

Over  1750 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

damages 

1,210 

1,210 

1,210 

1 / Based  on  2945  watershed  conditions  and  ig4i  price  levels. 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  i/ 


Fire  damage  appraisal  unit:  ^ ' kuLeriD  [Jnit  No.  ^ ^ 


Area  burned 

DAMAGE 

TO  IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  1 

Zone  2 

Zone  4 

Zone  5 

( acres) 

(dollars  per  acre ) 

( dollars  per  acre) 

(dollars  per  acre) 

(dollars  per  acre) 

0-20 

17.00 

1.15 

21  - 40 

78.50 

5.40 

41  - 60 

155.00 

9.20 

61  - 100 

162.00 

14.60 

101  - 180 

162.00 

25.50 

181  - 500 

162.00 

55.50 

501  - 600 

162.00 

55.50 

601  - 1000 

162.00 

55.50 

1001  - 1750 

162.00 

55.50 

Over  1750 

162.00 

55.50 

Maximum  area  for 
computing  damage 

( acres) 

( acres) 

( acres) 

2,009 

( acres) 

2,055 

on  slopes 

OTHER 

DAMAGES 

Total  area  burned 

Upstream 

Downstream 

Debris  storage 

Water  from 

canyon 

overflow 

and/ or 

stream 

in  all  zones 

bottom 

area 

removal 

diversions 

( acres) 

(dollars  per  acre) 

(dollars  per  acre , 

( dollars  per  acre) 

( dollars  per  acre) 

0-20 

0.00 

0.00 

5.80 

21  - 40 

1.20 

1.50 

26.70 

41  - 60 

2.05 

2.60 

46.00 

61  - 100 

5.25 

4.10 

72.50 

101  - 180 

4.65 

7.10 

126.00 

181  - 500 

9.70 

12.10 

166.00 

501  - 600 

17.90 

22.50 

166.00 

601  - 1000 

52.50 

40.60 

166.00 

1001  - 1750 

41.10 

69.50 

166.00 

1751  - 5000 

41.00 

90.50 

166.00 

5001  - 5000 

41.00 

30.50 

166.00 

Over  5000 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 
damages 

4,044 

4,044 

4,044 

J/  Based  on 


1945  watershed  conditions  and  ig4i  price 


levels. 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  ^ 


Fire  damage  appraisal  unit  : Blanchard  Canyon  Unit  No.  A— 37 


Area  burned 

DAMAGE  TO 

IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  1 

Zone  2 

Zone  4 

Zone  5 

( acres) 

( dollars  per  acre) 

(dollars  per  acre , 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

29.60 

1.70 

21  - 40 

136.00 

7.90 

41  - 60 

188.00 

13.60 

61  - 100 

188.00 

16.30 

101  - 180 

188.00 

16.30 

181  - 300 

188.00 

16.30 

301  - 600 

601  - 1000 

1001  - 1750 

Over  1750 

( acres) 

( acres) 

( acres) 

( acres) 

Maximum  area  for 

computing  damage 

on  slopes 

288 

237 

OTHER  DAMAGES 

Upstream 

Downst  ream 

Debris  storage 

Water  from 

Total  area  burned 

canyon 

overflow 

and/or 

stream 

in  all  zones 

bottom 

area 

removal 

diversion  s 

( acres) 

( dollars  per  acre) 

( dollars  per  acre , 

(dollars  per  acre) 

(dollars  per  acre) 

0-20 

0,35 

0.85 

9.30 

21  - 40 

1.55 

3.90 

42.70 

41  - 60 

2.70 

6.80 

73.50 

61  - 100 

4.25 

10.70 

88.50 

101  - 180 

7.40 

18.50 

88.50 

181  - 300 

12,60 

31.70 

88,50 

301  - 600 

28.20 

71.00 

88.50 

601  - 1000 

1001  - 1750 

Over  1750 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

damages 

525 

525 

525 

i_/  Based  on  29-45  watershed  conditions  and  1941  price  levels . 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION 


1/ 


Fire  damage  appraisal  unit : Haines  Canyon  Unit  No.  A-38 


Area  burned 

DAMAGE  TO 

IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  i 

Zone  2 

Zone  4 

Zone  5 

( acres) 

( dollars  per  acre) 

(dollars  per  acre , 

( dollars  per  acre) 

( dollars  per  acre) 

0-20 

38.50 

0.70 

21  - 40 

177.00 

3.20 

41  - 60 

244.00 

5.50 

61  - 100 

244.00 

6.60 

101  - 180 

244.00 

6.60 

181  - 300 

244.00 

6.60 

301  - 600 

6.60 

601  - 1000 

6.60 

1001  - 1750 

Over  1750 

( acres) 

( acres) 

( acres) 

( acres) 

Maximum  area  for 

computing  damage 

on  slopes 

269 

633 

OTHER  DAMAGES 

Total  area  burned 

Upstream 

Downstream 

Debris  storage 

Water  from 

canyon 

overflow 

and/or 

stream 

in  all  zones 

bottom 

area 

removal 

di version  s 

( acres) 

( dollars  per  acre) 

( dollars  per  acre , 

(dollars  per  acre) 

(dollars  per  acre) 

0-20 

0.10 

0.35 

3.75 

0.00 

21  - 40 

0.55 

1.60 

17.30 

0.05 

41  - 60 

0.95 

2.75 

29.80 

0.05 

61  - 100 

1.50 

4.40 

47.10 

0.10 

101  - 180 

2,60 

7.60 

59.50 

0.15 

181  - 300 

4.50 

13.00 

59.50 

0.15 

301  - 600 

8.30  ■ • 

24.10 

59.50 

0.15 

601  - 1000 

17.30 

50.00 

59.50 

0.15 

1001  - 1750 

Over  1750 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

damages 

902 

902 

902 

902 

1 / Based  on  2945  watershed  conditions  and  2942  price  levels. 


EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  V 


Fire  damage  appraisal  unit  ’•  Zachau  Canyon 


Unit  No.  A-39 


Area  burned 

DAMAGE  TO 

IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  1 

Zone  2 

Zone  4 

Zone  5 

( acres) 

( dollars  per  acre) 

(dollars  per  acre , 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

0.15 

21  - 40 

0.75 

41  - 60 

1.30 

61  - 100 

1.60 

101  - 180 

1.60 

181  - 300 

1.60 

301  - 600 

1.60 

601  - 1000 

1.60 

1001  - 1750 

Over  1750 

~~  ( acres)  ~ 

( acres) 

( acres) 

( acres) 

Maximum,  area  for 

computing  damage 

on  slopes 

656 

OTHER  DAMAGES 

Upstream 

Downs  t ream 

Debris  storage 

Water  from 

canyon 

overflow 

and/or 

stream 

in  all  zones 

bottom 

area 

removal 

diversions 

( acres) 

( dollars  per  acre) 

( dollars  per  acre , 

(dollars  per  acre ) 

( dollars  per  acre) 

0-20 

2.10 

10.50 

21  - 40 

9.60 

48.50 

41  - 60 

16.60 

83.50 

61  - 100 

26.20 

100.00 

101  - 180 

45.40 

100.00 

181  - 300 

59.50 

100.00 

301  - 600 

59.50 

100.00 

601  - 1000 

59.50 

100.00 

1001  - 1750 

Over  1750 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

damages 

656 

656 

1/  Based  on  1945  watershed  conditions  and  1941  price  levels. 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  ^ 


Fire  damage  appraisal  unit:  Tujunga  Reservoir 


Unit  No.  A-40 


Area  burned 

DAMAGE  TO  IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  1 

Zone  2 

Zone  4 

Zone  5 

( acres) 

(dollars  per  acre) 

( dollars  per  acre J 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

0.15 

0.65 

0.45 

0.05 

21  - 40 

0 .60 

2.95 

2.00 

0.20 

41  - 60 

1.00 

5.10 

3.45 

0,35 

61  - 100 

1.60 

8.10 

5.50 

0.55 

101  - 180 

2.75 

14.00 

9.50 

0.95 

181  - 300 

4,70 

24.10 

16.20 

1.65 

301  - 600 

8,80 

30.70 

20.80 

3.05 

601  - 1000 

12.10 

30,70 

20.80 

5.50 

1001  - 1750 

12.10 

30.70 

20.80 

7.00 

Over  1750 

12.10 

30.70 

20.80 

7.00 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  damage 

on  slopes 

7,392 

5,753 

9,199 

26.769 

OTHER  DAMAGES 

Total  area  burned 

Upstream 

Downstream 

Debris  storage 

Water  from 

in  all  zones 

canyon 

overflow 

and/or 

stream 

bottom 

area 

removal 

di  versions 

(acres) 

( dollars  per  acre) 

( dollars  per  acre) 

(dollars  per  acre) 

(dollars  per  acre) 

0-20 

0.00 

0.00 

1.10 

21  - 40 

0.00 

0.00 

5.10 

41  - 60 

0.00 

0.00 

8.80 

61  - 100 

0.00 

0.00 

15.90 

101  - 180 

0.00 

0.00 

24.10 

181  - 300 

0.00 

0.00 

41.30 

301  - 600 

0.00 

0.00 

76.50 

601  - 1000 

0.00 

0.0Q 

105.00 

1001  - 1750 

0.00 

0.00 

105.00 

1751  - 3000 

0.00 

0.00 

105.00 

3001  - 5000 

0.00 

0.00 

105.00 

5001  - 9000 

0.05 

0.00 

105.00 

9001  - 15,000 

0.10 

0,00 

105.00 

15,001  - 25,000 

0.15 

0.05 

105.00 

25,001  - 50,000 

0.45 

0.10 

105.00 

Over  50,000 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

damages 

49,113 

49,113 

49,113". 

i / Based  on  2945  watershed  6onditions  and  *942  price  levels . 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION-7 


Fire  damage  appraisal  unit:  Tujunga  Canyon  Unit  No.  A— 41 


Area  burned 

DAMAGE  TO 

IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  i 

Zone  2 

Zone  4 

Zone  5 

( acres) 

(dollars  per  acre) 

(dollars  per  'acre) 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

0 , 55 

0.10 

0.50 

0.05 

21  - 40 

1 * 50 

0.50 

2.25 

0.30 

41  - 60 

2.65 

0.90 

5.90 

0.50 

61  - 100 

4.15 

1.40 

6,10 

0.75 

101  - 180 

7.20 

1,80 

10.60 

1.55 

181  - 500 

9..50 

1,80 

14.00 

2.30 

501  - 600 

9.50 

1.80 

14.00 

4.20 

601  - 1000 

9.50 

1.80 

14.00 

5.80 

1001  - 1750 

9,50 

1,80 

14.00 

5.80 

Over  1750 

9.50 

1.80 

14.00 

5.80 

Maximum  area  for 
computing  damage 

( acres) 

( acres) 

( acres) 

( acres) 

on  slopes 

5,579 

2 , 255 

7,551 

8,828 

OTHER  DAMAGES 

Total  area  burned 

Upstream 

Downs  t ream 

Debris  storage 

Water  from 

in  all  zones 

canyon 

overflow 

and/  or 

stream 

bottom 

area 

removal 

diversions 

( acres) 

( dollars  per  acre) 

( dollars  per  acre) 

( dollars  per  acre) 

( dollars  per  acre) 

0-20 

0,00 

0.00 

1.00 

0.00 

21  - 40 

0.00 

0.00 

4.60 

0.05 

41  - 60 

0.00 

0.00 

7,90 

0.05 

61  - 100 

0.00 

0,00 

12.50 

0.05 

101  - 180 

0.05 

0.00 

21.60 

0.10 

181  - 500 

0.05 

0.00 

57.10 

0.20 

501  - 600 

0.15 

0.00 

47.50 

0.40 

601  - 1000 

0.25 

0,00 

47.50 

0.55 

1001  - 1750 

0.40 

0.00 

47.50 

0.55 

1751  - 5000 

0,65 

0.00 

47.50 

0.55 

5001  - 5000 

1.15 

0,00 

47.50 

0.55 

5001  - 9000 

1,95 

0.00 

47.30 

0.55 

9001  - 15,000 

5.40 

0.00 

47.50 

0.55 

Over  15,000 

6.50 

0.05 

47  50 

0.55 

Maximum  area  for 
computing  other 

( acres) 

( acres) 

( acres) 

( acres) 

damages 

21.791 

21.791 

21.791 

21,791 

1/ 


Based  on  2945  watershed  conditions  and  IQ41  price 


levels. 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION-7 


Fire  damage  appraisal  unit:  Little  lujunga  Canyon 


Unit  No.  A -4  2 


Area  burned 

DAMAGE  TO 

IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  i 

Zone  2 

Zone  4 

Zone  5 

( acres ) 

(dollars  per  acre) 

( dollars  per  ’acre) 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

2 .60 

5.50 

0.55 

0.05 

21  - 40 

12.  CO 

25.20 

2.60 

0.25 

41  - 60 

20.60 

43.40 

4.50 

0.4-5 

61  - 100 

32.60 

52.00 

7.10 

0.70 

101  - 180 

41.50 

52.00 

12.30 

1.20 

181  - 300 

41.50 

16.20 

2.10 

501  - 600 

41.30 

16.20 

5.90 

601  - 1000 

16.20 

5.40 

1001  - 1750 

16.20 

5.40 

Over  1750 

16.20 

5.40 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  damage 

on  slopes 

531 

103 

5,502 

8.5.45 

OTHER  DAM1 -AGES 

Total  area  burned 

Upstream 

Downs  t ream 

Debris  storage 

Water  from 

canyon 

overflow 

and/  or 

stream 

bottom 

area 

removal 

diversions 

( acres) 

( dollars  per  acre) 

( dollars  per  acre) 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

0.00 

0.00 

1.85 

0.00 

21  - 40 

0.00 

0.00 

8.50 

0.00 

41  - 60 

0.00 

0.00 

14 . 70 

0.00 

61  - 100 

0.05 

0.00 

23.20 

0.00 

101  - 180 

0.10 

0.00 

40.30 

0.05 

181  - 300 

0.20 

0.00 

69.00 

0.05 

301  - 600 

0.35 

0.00 

88.50 

0.10 

601  - 1000 

0.65 

0.05 

88.50 

0.15 

1001  - 1750 

1.10 

0.05 

88.50 

0.15 

1751  - 3000 

1 . 95 

0.10 

88.50 

0.15 

3001  - 5000 

5.25 

0.15 

88,50 

0.15 

5001  - 9000 

5.70 

0.25 

88.50 

0.15 

9001  - 15,000 

10.40 

0.45 

88.50 

0.15 

Over  15,000 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

damages 

12,479 

12,479 

12,479 

12.479 

1/  Based  on  2945  watershed  conditions  and  ig4i  price  levels. 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION 


±/ 


Fire  damage  appraisal  unit:  Pacoima  Creek  Unit  No . 


Area  burned 

DAMAGE  TO 

IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  i 

Zone  2 

Zone  4 

Zone  5 

( acres) 

(dollars  per  acre) 

( dollars  per  'acre) 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

0.25 

0.80 

0.45 

0.05 

21  - 40 

1.25 

5.70 

2.15 

0.10 

41  - 60 

2.15 

6.40 

5.70 

0.20 

61  - 100 

5.40 

10.10 

5.80 

0.55 

101  - 180 

5.90 

12.80 

7.40 

0.55 

181  - 500 

7.70 

12.80 

7.40 

1.00 

501  - 600 

7.70 

12,80 

7.40 

1.80 

601  - 1000 

7.70 

12.80 

7.40 

2.50 

1001  - 1750 

7.70 

12.80 

7.40 

2.50 

Over  1750 

7.70 

7-40 

2 50 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  damage 

on  slopes 

2,885.  

- I-J5-7Q 

— 2. 509 



OTHER  DAM' AGES 

Total  area  burned 

Upstream 

Downst  ream 

Debris  storage 

Water  from 

in  all  zones 

canyon 

overflow 

and/  or 

stream 

bottom 

area 

removal 

diversions 

( acres) 

( dollars  per  acre) 

( dollars  per  acre) 

( dollars  per  acre) 

( dollars  per  acre) 

0-20 

0.00 

0.00 

5.20 

21  - 40 

0.00 

0.00 

14.80 

41  - 60 

0.00 

0.00 

25.60 

61  - 100 

0.00 

0.00 

40.40 

101  - 180 

0.00 

0.05 

70.00 

181  - 500 

0.00 

0.05 

501  - 600 

92.00 

601  - 1000 

0 . 00 

0.10 

92.00 

1001  - 1750 

0 .05 

0.20 

92.00 

1751  - 5000 

0.10 

0.20 

0.40 

0.85 

92.00 

92.00 

5001  - 5000 

0.45 

1.75 

5001  - 9000 

92.00 

9001  - 15,000 

0 . 85 

5,45 

92.00 

Over  15,000 

1 . 55 

o o r\ 

6.50 

92.00 

Maximum  area  for 

facMP 

( am 

( acres) 

computing  other 

damages 

16,475 

16,475 

16,475 

A/  Based  on  ig4$  watershed  conditions  and  ig4i  price  levels . 


EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  J/ 


Fire  damage  appraisal  unit:  Lopez  Canyon  Unit  ^o.A-^4 


Area  burned 

DAMAGE  TO  IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  i 

Zone  2 

Zone  4 

Zone  5 

f acresj 

(dollars  per  acre ) 

( dollars  per  acre) 

(dollars  per  acre) 

(dollars  per  acre) 

0-20 

0.35 

0.21 

21  - 40 

1.70 

0.95 

41  - 60 

2.95 

1.70 

61  - 100 

4.65 

2.65 

101  - 180 

5.90 

3.35 

181  - 500 

5.90 

3.35 

301  - 600 

5.90 

3.35 

601  - 1000 

5.90 

3.35 

1001  - 1750 

5.90 

3.35 

Over  1750 

5.90 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  damage 

on  slopes 

2,364 

1,384 

OTHER 

DAMAGES 

Total  area  burned 

Upstream 

Downstream 

Debris  storage 

Water  from 

canyon 

overflow 

and/or 

stream 

in  all  zones 

bottom 

area 

removal 

diversions 

( acres) 

(dollars  per  acre) 

(dollars  per  acre, 

( dollars  per  acre) 

( dollars  per  acre) 

0-20 

0.00 

0.00 

4.40 

21  - 40 

0.90 

0.30 

20.30 

41  - 60 

1.55 

0.55 

35.00 

61  - 100 

2.45 

0.85 

55.50 

101  - 180 

4.25 

1.45 

70.00 

181  - 300 

7.30 

2.50 

70.00 

301  - 600 

13.50 

4.65 

70.00 

601  - 1000 

24.40 

8.40 

70.00 

1001  - 1750 

31.00 

14.40 

70.00 

1751  - 3000 

31.00  * 

18.80 

70,00 

3001  - 5000 

31.00 

18.80 

70.00 

Over  5000 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

damages 

3,748 

3,748 

3,748 

J/  Based  on  2945  watershed  conditions  and  2942  price  levels . 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  i7 


Fire  damage  appraisal  unit  : May  Canyon  Unit  No.  A^5 


Area  burned 

DAMAGE  TO 

IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

•Zone  1 

Zone  2 

Zone  4 

Zone  5 

( acres) 

( dollars  per  acre) 

( dollars  per  acre , 

( dollars  per  acre) 

( dollars  per  acre) 

0-20 

0.75 

0.90 

21  - 40 

3.45 

4.10 

41  - 60 

6.00 

7.00 

61  - 100 

7.20 

8.40 

101  - 180 

7.20 

8.40 

181  - 500 

7.20 

8.40 

301  - 600 

7.20 

8.40 

601  - 1000 

1001  - 1750 

Over  1750 

( acres) 

( acres) 

( acres) 

( acres) 

Maximum  area  for 

computing  damage 

on  slopes 

310 

507 

OTHER  DAMAGES 

Total  area  burned 

Upstream 

Downst  ream 

Debris  storage 

Water  from 

canyon 

overflow 

and/or 

stream 

in  all  zones 

bottom 

area 

remo  val 

diversion  s 

( acres) 

( dollars  per  acre) 

( dollars  per  acre , 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

0.20 

2.50 

21  - 40 

1.00 

11.60 

41  - 60 

1.70 

20.00 

61  - 100 

2.70 

31.60 

101  - 180 

4.70 

40.00 

181  - 500 

8.10 

40.00 

501  - 600- 

15.00 

40.00 

601  - 1000 

21.20 

40.00 

1001  - 1750 

Over  1750 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

damages 

617 

617 

1/  Based  on  1945  watershed  conditions  and  1941  price  levels . 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  V 


Fire  damage  appraisal  unit  : Wilson  Canyon 


Unit  No.  A -4 6 


Area  burned 

DAMAGE  TO 

IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  i 

Zone  2 

Zone  4 

Zone  5 

( acres) 

( dollars  per  acre) 

( dollars  per  acre , 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

0.80 

0.40 

21  - 40 

3.55 

1.85 

41  - 60 

6.20 

3.20 

61  - 100 

9.70 

5.10 

101  - 180 

12.30 

8.80 

181  - 500 

12 . 30 

11.50 

301  - 600 

12.30 

11.50 

601  - 1000 

12.30 

11.50 

1001  - 1750 

11.50 

Over  1750 

( acres) 

( acres) 

( acres) 

( acres) 

Maximum  area  for 

computing  damage 

on  slopes 

986 

1J024 

OTHER  DAMAGES 

Upstream 

Downs  t ream 

Debris  storage 

Water  from 

Total  area  burned 

canyon 

overflow 

and/or 

stream 

in  all  zones 

bottom 

area 

removal 

diversion  s 

( acres) 

(dollars  per  acre) 

( dollars  per  acre , 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

0.00 

0.05 

2.40 

21  - 40 

0.00 

0.50 

11.00 

41  - 60 

0.00 

0.55 

19.10 

61  - 100 

0.00 

Q.9Q 

30.10 

101  - 180 

0.00 

1.55 

52.00 

181  - 300 

0.05 

2.65 

68.50 

301  - 600 

0.10 

4.85 

68.50 

601  - 1000 

0.15 

8.80 

68.50 

1001  - 1750 

0.25 

15.00 

68.50 

Over  1750 

' 0.35 

22.50 

68.50 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

damages 

2,010 

2,010 

2,010 

1/  Based  on  1945  watershed  conditions  and  1941  price  levels . 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  V 


Fire  damage  c^ppraisal  unit  : Sombrero  Canyon 


Unit  No- 


Area  burned 

DAMAGE  TO 

IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  i 

Zone  2 

Zone  4 

Zone  5 

( acres) 

( dollars  per  acre) 

( dollars  per  acre , 

( dollars  per  acre) 

( dollars  per  acre) 

0-20 

• 

10.10 

0.25 

21  - 40 

46.50 

1.05 

41  - 60 

80*00 

1.80 

61  - 100 

96.00 

2.85 

101  - 180 

96.00 

3.65 

181  - 500 

96  o00 

3.65 

301  - 600 

3.65 

601  - 1000 

3 * 65 

1001  - 1750 

Over  1750 

( acres) 

( acres) 

( acres) 

( acres) 

Maximum  area  for 

computing  damage 

on  slopes 

282 

896 

OTHER  DAMAGES 

Total  area  burned 

Upstream 

Down  st  ream 

Debris  storage 

Water  from 

canyon 

overflow 

and/or 

stream 

in  all  zones 

bottom 

area 

remo  val 

diversions 

( acres) 

( dollars  per  acre) 

( dollars  per  acre , 

(dollars  per  acre) 

(dollars  per  acre) 

0-20 

0,05 

5.30 

21  - 40 

0 ol5 

24.30 

41  - 60 

0.50 

41.80 

61  - 100 

0 ,45 

66.00 

101  - 180 

0,80 

83.50 

181  - 500 

1.40 

83,50 

501  - 600 

2.55 

83.50 

601  - 1000 

4,60 

83 ,50 

1001  - 1750 

6.90 

83,50 

Over  1750 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

damages 

1,178 

1.178 

i j Based  on  1945  watershed  conditions  and  29 41  price  levels . 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  A/ 


Fire  damage  appraisal  unit  • Grapevine  Canyon 


Unit  No.  A-48 


Area  burned 

DAMAGE  TO 

IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  i 

Zone  2 

Zone  4 

Zone  5 

( acres) 

( dollars  per  acre) 

(dollars  per  acre , 

(dollars  per  acre) 

( dollars  per  acre ) 

0-20 

1.70 

21  - 40 

7.90 

41  - 60 

13.70 

61  - 100 

16,40 

101  - 180 

16.40 

181  - 300 

16.40 

301  - 600 

16.40 

601  - 1000 

16,40 

1001  - 1750 

16.40 

Over  1750 

( acres) 

( acres) 

( acres) 

( acres) 

Maximum  area  for 

computing  damage 

on  slopes 

1 , 188 

OTHER  DAMAGES 

Total  area  burned 

Upstream 

Downst  ream 

Debris  storage 

Water  from 

canyon 

overflow 

and/or 

stream 

in  all  zones 

bottom 

area 

removal 

diversions 

( acres) 

(dollars  per  acre) 

( dollars  per  acre , 

(dollars  per  acre) 

(dollars  per  acre) 

0-20 

0.10 

0.05 

2.30 

21  - 40 

0 .40 

0.20 

10,60 

41  - 60 

0,70 

0.30 

18.20 

61  - 100 

1-10 

0.50 

21.90 

101  - 180 

1,90 

0.90 

21.90. 

181  - 300 

3.25 

1.50 

21.90 

301  - 600 

6.00 

2.80 

21.90 

601  - 1000 

10.90 

5.00 

21.90 

1001  - 1750 

16.40 

7.60 

21.90 

Over  1750 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

damages 

1,188 

1,188 

1,188 

1 / Based  on  1945  watershed  conditions  and  1^41  price  levels. 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  J/ 


Fire  damage  appraisal  unit;  Swarthout  Valley  Unit  No.  ^ ~ ^ 


Area  burned 

DAMAGE 

TO  IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  i 

Zone  2 

Zone  4 

Zone  5 

( acres) 

(dollars  per  acre) 

( dollars  per  acre) 

(dollars  per  acre) 

(dollars  per  acre) 

0-20 

0.05 

0.10 

1.80 

21  - 40 

0.25 

3.65 

8.40 

41  - 60 

0.45 

6.30 

14.40 

61  - 100 

0.70 

10.00 

22.80 

101  - 180 

1.20 

17.30 

28.80 

181  - 500 

2.05 

22.80 

28.80 

301  - 600 

2.65 

22.80 

28.80 

601  - 1000 

2.65 

22.80 

28.80 

1001  - 1750 

2 .65 

Over  1750 

2 .65 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  damage 
on  slopes 

4,666 

973 

927 

OTHER 

DAMAGES 

Total  area  burned 

Upstream 

Downstream 

Debris  storage 

Water  from 

canyon 

overflow 

and/or 

stream 

in  all  zones 

bottom 

area 

removal 

diversions 

( acres) 

(dollars  per  acre) 

(dollars  per  acrey 

( dollars  per  acre) 

( dollars  per  acre) 

0-20 

0.00 

0.00 

0.05 

0.00 

21  - 40 

0.00 

Q .00 

0.30 

0.00 

41  - 60 

0.00' 

0.00 

0.55 

0.00 

61  - 100 

0.05 

0.00 

0.90 

0.05 

101  - 180 

0.05 

0.00 

1.50 

0.05 

181  - 300 

0.10 

0.00 

2.00 

0.05 

301  - 600 

0.25 

0.00 

2.00 

0.05 

601  - 1000 

0.60 

0.05 

2.00 

0.05 

1001  - 1750 

1.25 

0.10 

2.00 

0.05 

1751  - 3000 

2.60 

0.20 

2.00 

. 0.05 

3001  - 5000 

4.60 

0.35 

2.00 

0.05 

Over  5000 

7.80 

0.60 

2.00 

0.05 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 
damages 

■ 6,566 

6,566 

6,566 

6,566 

J: ! Based  on  2945  watershed  conditions  and  1941  price  levels. 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  i7 


Fire  damage  appraisal  unit:  Mescal  Creek 


Unit  No.  A-50 


Area  burned 

DAMAGE  TO  IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  1 

Zone  2 

Zone  4 

Zone  5 

( acres) 

(dollars  per  acre) 

( dollars  per  acre , 

( dollars  per  acre) 

( dollars  per  acre) 

0-20 

0,00 

0.00 

21  - 40 

0 ,05 

OoOO 

41  - 60 

0,05 

0.00 

61  - 100 

0ol0 

0,00 

101  - 180 

0,15 

0,00 

181  - 300 

0 o25 

0.00 

301  - 600 

0 o50 

0,05 

601  - 1000 

0o90 

0.05 

1001  - 1750 

1.50 

0,10 

Over  1750 

2.00 

0,15 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  damage 

on  slopes 

14,177 

19 , 569 

OTHER  DAMAGES 

Total  area  burned 

Upstream 

Downstream 

Debris  storage 

Water  from 

in  all  zones 

canyon 

overflow 

and/or 

stream 

bottom 

area 

removal 

di versions 

(acres) 

( dollars  per  acre) 

( dollars  per  acre) 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

0,00 

0.00 

0,00 

0,00 

21  - 40 

0,00 

0.00 

0,00 

0,00 

41  - 60 

0.00 

0.00 

0,00 

0,00 

61  - 100 

0,00 

0.00 

0.00 

0.00 

101  - 180 

0.00 

0.00 

0.00 

0.00 

181  - 300 

0.05 

0.00 

0.05 

0.00 

301  - 600 

0 ,05 

0,00 

0,10 

0,05 

601  - 1000 

0,10 

0,00 

0.15 

0,05 

1001  - 1750 

0.15 

OoOO 

0,20 

0 ,05 

1751  - 3000 

0 ,30 

0.05 

0,20 

0,05 

5001  - 5000 

0,50 

0,05 

0,20 

0.0b 

5001  - 9000 

0,60 

0,10 

0,20 

0,05 

9001  - 15,000 

0,60 

0 ,15 

0 ,20 

0.05 

15,001  - 25,000 

0 c 60 

0 ol5 

0.20 

0,05 

25,001  - 50,000 

0.60 

0.1-5 

0.20 

0.05 

Over  50,000 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

„ 2/ 

damages 

33,746 

33,746 

33,746 

2 , 878— 7 

i/  Based  on  2945  watershed  6onditions  and  *942  price  levels . 
Zj  Mescal  Canyon  only* 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION-7 


Fire  damage  appraisal  unit:  Rock  Greek  A-51 


Area  burned 

DAMAGE  TO 

IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  i 

Zone  2 

Zone  4 

Zone  5 

( acres) 

( dollars  per  acre) 

( dollars  per  'acre) 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

0,00 

0.00 

0.10 

0.00 

21  - 40 

0,00 

0.05 

0 o40 

0.05 

41  - 60 

0,00 

0.05 

0.70 

0ol0 

61  - 100 

0.00 

0.10 

lolO 

0,15 

101  - 180 

0.00 

0,15 

1.95 

0.30 

181  - 500 

0.00 

0.30 

3.30 

0.50 

301  - 600 

0.05 

0,55 

6,10 

0.95 

601  - 1000 

0,05 

0.75 

8c50 

1 o30 

1001  - 1750 

0.10 

0 o 75 

8 ,50 

1.30 

Over  1750 

0.15 

8,50 

1.30 

Maximum  area  for 

( acres)  ~~~ 

( acres) 

( acres) 

( acres) 

computing  damage 
on  slopes 

14,152 

1,552 

3,119 

2,348 

OTHER  DAMAGES 

Total  area  burned 

Upstream 

Downstream 

Debris  storage 

Water  from 

in  all  zones 

canyon 

overflow 

and/  or 

stream 

bottom 

area 

removal 

diversions 

( acres) 

( dollars  per  acre) 

( dollars  per  acre) 

( dollars  per  acre) 

(dollars  per  acre) 

0-20 

0.00 

0c00 

0o00 

0.00 

21  - 40 

0.00 

OoOO 

0 r 05 

0.00 

41  - 60 

0,00 

0.00 

0,05 

0,00 

61  - 100 

0,00 

0,00 

0.10 

0,05 

101  - 180 

0.00 

0.00 

0.20 

0.05 

181  - 300 

0.00 

0.00 

0 o35 

0,10 

301  - 600 

0.00 

OoOO 

0 e 60 

0.20 

601  - 1000 

0,05 

0.00 

1.10 

0.35 

1001  - 1750 

0 c 05 

0*00 

1 .40 

0 o 45 

1751  - 3000 

0.10 

0.00 

1 a 40 

0 a45 

3001  - 5000 

0.15 

0,05 

1.40 

0 a 45 

5001  - 9000 

0,25 

0.05 

1 o40 

0.45 

9001  - 15,000 

0.40 

0.10 

1.40 

0.45 

Over  15,000 

0,75 

0.20 

1 o40 

0,45 

Maximum  area  for 

( acres) 

( acres ) 

( acres) 

( acres) 

computing  other 
damages 

21,171 

21,171 

21.171 

21,171 

if 


Based  on  ig4$  watershed  conditions  and  ig4i  price 


l evel  s. 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  — 


Fire  damage  appraisal  ««it:pearbiossoni  Unit  No.  a_52 


Area  burned 

D/MAGE  TO 

IMPROVEMENTS  OK 

UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  1 

Zone  2 

Zone  4 

Zone  5 

( acres) 

(dollars  per  acre) 

(dollars  per  'acre) 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

0.00 

0.00 

21  - 40 

0.00 

0.05 

41  - 60 

0.00 

0.05 

61  - 100 

0,00 

0.10 

101  - 180 

0,00 

0.20 

181  - 500 

0.05 

0.35 

501  - 600 

0,05 

0.65 

601  - 1000 

0.10 

1.15 

1001  - 1750 

0.15 

1.45 

Over  1750 

0,15  . 

1 .45 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  damage 

on  slopes 

4,796  

6., .810 

OTHER  DAMAGES 

Total  area  burned 

Upstream 

Downstream 

Debris  storage 

Water  from 

canyon 

overflow 

and/ or 

stream 

in  all  zones 

bottom 

area 

removal 

diversions 

( acres) 

( dollars  per  acre) 

( dollars  per  acre) 

(dollars  per  acre) 

(dollars  per  acre) 

0-20 

0.00 

0.00 

21  - 40 

0.00 

0.00 

41  - 60 

0.00 

0.00 

61  - 100 

0.00 

0.00 

101  - 180 

0.00 

(0.00 

181  - 300 

0.00 

0.00 

301  - 600 

0,00 

0.00 

601  - 1000 

0.05 

0.05 

1001  - 1750 

0.05 

0.05 

1751  - 3000 

0.10 

0.05 

3001  - 5000 

0.15 

0 ..  05 

5001  - 9000 

0,15 

0,05 

9001  - 15,000 

0,15 

0.05 

Over  15 , 000 

Maximum  area  for 

Y acres ) 

( acres) 

( acres) 

( acres) 

computing  other 

damages 

11.606 

11,606 

1/  Based  on  1945  watershed  conditions  and  1941  price  levels. 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  ^ 


Fire  damage  appraisal  unit:  Little  Rock  Creek 


Unit  No . A— 53 


Area  burned 

DAMAGE  TO  IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  i 

Zone  2 

Zone  4 

Zone  5 

( acres) 

(dollars  per  acre) 

( dollars  per  acre j 

( dollars  per  acre) 

( dollars  per  acre) 

0-20 

0,05 

0.00 

0.00 

0.00 

21  - 40 

0 . 15 

0,00 

0.00 

0.00 

41  - 60 

0.30 

0.05 

0.05 

0.00 

61  - 100 

0.45 

0.05 

0.05 

0.00 

101  - 180 

0.80 

0.10 

0.10 

0.05 

181  - 300 

1.35 

0.15 

0.15 

0.05 

301  - 600 

2.50 

0.30 

0.30 

0.10 

601  - 1000 

4.55 

0.40 

0.45 

0.15 

1001  - 1750 

5.80 

0.40 

0.45 

0.15 

Over  1750 

5.80 

0.40 

0.45 

0.15 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  damage 
on  slopes 

6,937 

9,639 

9,267 

7,418 

OTHER  DAMAGES 

Total  area  burned 

Upstream 

Downstream 

Debris  storage 

Water  from 

in  all  zones 

canyon 

overflow 

and/or 

stream 

bottom 

area 

removal 

di version  s 

(acres) 

( dollars  per  acre) 

( dollars  per  acre) 

( dollars  per  acre) 

(dollars  per  acre) 

0-20 

0.00 

0.00 

0.20 

21  - 40 

0.00 

0.00 

0.95 

41  - 60 

0.00 

0.00 

1.65 

61  - 100 

0.00 

0.00 

2.65 

101  - 180 

0.00 

0.00 

4.55 

181  - 300 

0.00 

0 .00 

7.80 

301  - 600 

0.00 

0.00 

14.50 

601  - 1000 

0.00 

0.05 

26.20 

1001  - 1750 

0 .00 

0.05 

33.40 

1751  - 3000 

0.00 

0.10 

33.40 

3001  - 5000 

0.00 

0.15 

33.40 

5001  - 9000 

0.00 

0.25 

33.40 

9001  - 15,000 

0.05 

0.40 

33.40 

15,001  - 25,000 

0.05 

0.70 

33.40 

25,001  - 50,000 

0.10 

1.15 

33.40 

Over  50,000 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 
damages 

33,261 

33,261 

33,261 

i / Based  on  ig45  watershed  6onditions  and  1Q4i  price  levels . 
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EXPECTED  FIRE  DAMAGE  FROM  I NCREASED  RUN-OFF  AND  EROSION  J/ 


Fire  damage  appraisal  unit ; Little  Rock  Wash 


Unit  No.  A— 54 


Area  burned 

DAMAGE  TO  IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  i 

Zone  2 

Zone  4 

Zone  5 

f acresj 

(dollars  per  acre) 

( dollars  per  acre) 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

0.00 

0.00 

21  - 40 

0 .00 

0.00 

41  - 60 

0.00 

0.05 

61  - 100 

0.00 

0.05 

101  - 180 

0.00 

0.10 

181  - 500 

0.00 

0.20 

301  - 600 

0.00 

0.25 

601  - 1000 

0.05 

0.25 

1001  - 1750 

0.05 

0.25 

Over  1750 

0.05 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  damage 

on  slopes 

2 5 371 

1,564 

OTHER 

DAMAGES 

Total  area  burned 

Up  st  ream 

Downstream 

Debris  storage 

Water  from 

canyon 

overflow 

and/ or 

stream 

in  all  zones 

bottom 

area 

removal 

diversions 

( acres) 

(dollars  per  acre ) 

(dollars  per  acre) 

( dollars  per  acre) 

( dollars  per  acre) 

0-20 

0.00 

0.00 

0.00 

21  - 40 

0.00 

0.Q0 

0.00 

41  - 60 

0.00 

0.Q0 

0.05 

61  - 100 

0.00 

0.00 

0.05 

101  - 180 

0.00 

0.00 

0.10 

181  - 300 

0.05 

0.00 

0.15 

301  - 600 

0.05 

0.05 

0.50 

601  - 1000 

0.10 

0.05 

0.40 

1001  - 1750 

0.15 

0.10 

0.40 

1751  - 3000 

0.25 

0.15 

0.40 

3001  - 5000 

0.40 

0.30 

0.40 

Over  5000 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

damages 

3,935 

3,935 

3,935 

A/  Based  on  2945  watershed  conditions  and  2942  price  levels 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  i/ 


Fire  damage  appraisal  unit:  Hunt  Creek 


Unit  No.  A— 55 


Area  burned 

DAMAGE  TO  IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  1 

Zone  2 

Zone  4 

Zone  5 

( acres) 

(dollars  per  acre) 

( dollars  per  acre) 

(dollars  per  acre) 

( dollars  per  acre ) 

0-20 

0.00 

0,00 

21  - 40 

0 . 00 

0.05 

41  - 60 

0.00 

0.05 

61  - 100 

0.00 

0.10 

101  - 180 

0.00 

0.15 

181  - 500 

0.00 

0.25 

501  - 600 

0.00 

0.45 

601  - 1000 

0.05 

0.65 

1001  - 1750 

0.05 

0.65 

Over  1750 

0.05 

0.65 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  damage 

on  slopes 

5 ? 200 

2,078 

OTHER  DAMAGES 

Total  area  burned 

Up  st  ream 

Downstream 

Debris  storage 

Water  from 

canyon 

overflow 

and/ or 

stream 

in  all  zones 

bottom 

area 

removal 

diversions 

( acres) 

(dollars  per  acre) 

(dollars  per  acre) 

( dollars  per  acre) 

( dollars  per  acre) 

0-20 

0.00 

21  - 40 

0.00 

41  - 60 

0.00 

61  - 100 

0.00 

101  - 180 

0.05 

181  - 500 

0.05 

501  - 600 

0.10 

601  - 1000 

0.15 

1001  - 1750 

0.50 

1751  - 5000 

0.50 

5001  - 5000 

0.85 

Over  5000 

1.15 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

damages 

5^278 

J/  Based  on  2945  watershed  conditions  and  1941  price  levels. 


EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION 


A/ 


Fire  damage  appraisal  unit:  Amargosa  Creek 


Unit  No.  A— 56 


Area  burned 

DAMAGE  TO 

IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  i 

Zone  2 

Zone  4 

Zone  5 

( acres) 

(dollars  per  acre) 

( dollars  per  'acre) 

(dollars  per  acre) 

( dollars  per  acre) 

0 - .20 

0=00 

0.00 

21  - 40 

0.05 

0.05 

41  - 60 

0.05 

0.10 

61  - 100 

0.10 

0.20 

101  - 180 

0.15 

j 

0.55 

181  - 500 

0.25 

0.55 

501  - 600 

0 . 50 

1.05 

601  - 1000 

0.90 

1.45 

1001  - 1750 

1.15 

1.45 

Over  1750 

1.15 

1.45 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  damage 

on  slopes 

12,564 

5,446 

OTHER  DAM' AGES 

Total  area  burned 

Upstream 

Downs  t ream 

Debris  storage 

Water  from 

canyon 

overflow 

and/  or 

stream 

bottom 

area 

removal 

di versions 

( acres) 

( dollars  per  acre) 

( dollars  per  acre) 

( dollars  per  acre) 

( dollars  per  acre) 

0-20 

0.00 

0.00 

0.00 

21  - 40 

0.00 

0.00 

0 ,05 

41  - 60 

0.00 

0.00 

0.05 

61  - 100 

0.00 

0.00 

0.05 

101  - 180 

0.00 

0.00 

0.10 

181  - 500 

0.00 

Q.0Q 

0.20 

501  - 600 

0.05 

0.00 

0.40 

601  - 1000 

0.05 

0.05 

0.70 

1001  - 1750 

0.10 

0.05 

0.85 

1751  - 5000 

0.15 

0.10 

0.85 

5001  - 5000 

0.25 

0.20 

0.85 

5001  - 9000 

0.40 

0.55 

0.85 

9001  - 15,000 

0.70 

0.60 

0.85 

Over  15,000 

1 .m 

0.90 

0.85 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

damages 

17.810 

17.810 

17,810 

A / Based  on  ig45  watershed  conditions  and  2941  price 


levels. 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  V 


Fire  damage  appraisal  unit:  Fairmont 


Unit  No.  A-57 


Area  burned 

DAMAGE  TO  IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  1 

Zone  2 

Zone  4 

Zone  5 

( acres) 

( dollars  per  acre) 

(dollars  per  acre ) 

( dollars  per  acre) 

( dollars  per  acre) 

0-20 

0.05 

0.00 

21  - 40 

0.10 

0.00 

41  - 60 

0.20 

0.00 

61  - 100 

0.50 

0.05 

101  - 180 

0.55 

0.05 

181  - 500 

0.95 

0.10 

501  - 600 

1.80 

0.20 

601  - 1000 

5.20 

0.25 

1001  - 1750 

4.10 

0.25 

Over  1750 

4.10 

0.25 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  damage 

on  slopes 

20,821 

9,517 

OTHER  DAMAGES 

Total  area  burned 

Upstream 

Downstream 

Debris  storage 

Water  from 

in  all  zones 

canyon 

overflow 

and/or 

stream 

bottom 

area 

removal 

di versions 

(acres) 

( dollars  per  acre ) 

( dollars  per  acre) 

(dollars  per  acre) 

(dollars  per  acre) 

0-20 

0.00 

0.00 

21  - 40 

0.00 

0.00 

41  - 60 

0.00 

0.00 

61  - 100 

0 .00 

0.00 

101  - 180 

0.00 

0.05 

181  - 500 

0.00 

0.05 

501  - 600 

0.Q0 

0.10 

601  - 1000 

0.05 

0.20 

1001  - 1750 

0.05 

0.25 

1751  - 5000 

0.10 

0.25 

5001  - 5000 

0.20 

0.25 

5001  - 9000 

0.50 

0.25 

9001  - 15,000 

0.55 

0.25 

15,001  - 25,000 

0.90 

0.25 

25,001  - 50,000 

1.55 

0.25 

Over  50,000 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

damages 

50,558 

50,558 

i/  Based  on  2945  watershed  60nditions  and  1g4i  price  levels. 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  ^ 


Fire  damage  appraisal  unit : Soledad  Canyon 


Unit  No.  A-58 


Area  burned 

DAMAGE  TO  IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  1 

Zone  2 

Zone  4 

Zone  5' 

( acres) 

(dollars  per  acre) 

( dollars  per  acre J 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

0.00 

0.10 

0.10 

0.05 

21  - 40 

0 . 00 

0.40 

0.40 

0.20 

41  - 60 

0,05 

0.65 

0.65 

0.55 

61  - 100 

0.05 

1.05 

1.05  • 

0.50 

101  - 180 

0,10 

1.80 

1.80 

0.90 

181  - 500 

0.20 

5.15 

5.10 

1.55 

501  - 600 

0.55 

5.80 

5.70 

2.90 

601  - 1000 

0.60 

10.50 

10.40 

4.00 

1001  - 1750 

1.05 

15.50 

15.20 

4.00 

Over  1750 

1.55 

15.  SO 

15.20 

4.00 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  damage 

on  slopes 

50,517 

10,061 

17,767 

12,896 

OTHER  DAMAGES 

Total  area  burned 

Upstream 

Downstream 

Debris  storage 

Water  from 

in  all  zones 

canyon 

overflow 

and/or 

stream 

bottom 

area 

removal 

di version  s 

(acres) 

( dollars  per  acre) 

( dollars  per  acre) 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

0.00 

0.00 

0.00 

0.00 

21  - 40 

0.00 

0.00 

0.05 

0.00 

41  - 60 

0.00 

0.00 

0.10 

0.00 

61  - 100 

0.00 

0.00 

0.15 

0.00 

101  - 180 

0.00 

0.00 

0.25 

0.00 

181  - 500 

0.00 

0.00 

0.45 

0.00 

501  - 600 

0.05 

0.05 

0.80 

0.05 

601  - 1000 

0.10 

0.05 

1.45 

0.05 

1001  - 1750 

0.20 

0.10 

2.45 

0.05 

1751  - 5000 

0.55 

0.20 

5,20 

0.05 

5001  - 5000 

0.60 

0.55 

5.20 

0.05 

5001  - 9000 

1.00 

0.60 

5.20 

0.05 

9001  - 15,000 

1.75 

1.00 

5.20 

0.05 

15,001  - 25,000 

2.90 

1.65 

5.20 

0.05 

25,001  - 50,000 

5.40 

5.05 

5.20 

0.05 

Over  50,000 

10.60 

6. .00 

5.20 

0.05 

( acres) 

( acres) 

( acres) 

( acres) 

Maximum  area  for 

computing  other 

2/ 

damages 

71,041 

71,041 

71,041 

15,517- 

ij  Based  on  2945  watershed  60nditions  and  1q4i  price  levels. 

Zj  Aliso  Canyon  only 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  - 


Fire  damage  appraisal  unit:  Newhall  Creek 


Unit  No.  A -5  9 


Area  burned 

DAMAGE  TO 

IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  i 

Zone  2 

Zone  4 

Zone  5 

( acres) 

( dollars  per  acre) 

( dollars  per  'acre) 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

0.05 

1.50 

0.30 

21  - 40 

0 . 30 

6.90 

1.45 

41  - 60 

0.55 

11.80 

2.55 

61  - 100 

0.85 

18.70 

4.00 

101  - 180 

1.50 

32.40 

6.90 

181  - 300 

2.55 

55.50 

. 

11.90 

SOI  - 600 

4.75 

71.00 

22.00 

601  - 1000 

6 .55 

71.00 

30.40 

1001  - 1750 

6.55 

71.00 

30.40 

Over  1750 

6,55 

30.40 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  damage 

on  slopes 

3,962 

1,566 

4,826 

OTHER  DAM' AGES 

Total  area  burned 

Upstream 

Downs  t ream 

Debris  storage 

Water  from 

canyon 

overflow 

and/or 

stream 

bottom 

area 

removal 

diversions 

( acres) 

( dollars  per  acre) 

( dollars  per  acre) 

(dollars  per  acre) 

(dollars  per  acre) 

0-20 

0.00 

0.00 

0.05 

21  - 40 

0.00 

0.00 

0.30 

41  - 60 

0.00 

0.00 

0.50 

61  - 100 

0.05 

0.00 

0.80 

101  - 180 

0.10 

0.05 

1.45 

181  - 300 

0.15 

0.05 

2.45 

301  - 600 

0.30 

0.15 

4.55 

601  - 1000 

0.50 

0.25 

6.30 

1001  - 1750 

0.85 

0.40 

6.30 

1751  - 3000 

1.50 

0.75 

6.30 

3001  - 5000 

2.50 

1.25 

6.30 

5001  - 9000 

4.35 

2.15 

6.30 

9001  - 15,000 

6.60 

3.25 

6.30 

Over  15,000 

Maximum  area  for 

( acres) 

( acres) 

(acres) 

( acres) 

•computing  other 

damages 

10,354 

10,354 

10,354 

A/  Based  on  2945  watershed  conditions  and  ig4i  price  levels . 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUM-OFF  AND  EROSION  1/ 


Fire  damage  appraisal  unit  • Sierra  Pelona  Unit  No.  A-60 


Area  burned 

DAMAGE  TO 

IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  i 

Zone  2 

Zone  4 

Zone  5 

( acres) 

( dollars  per  acre) 

(dol  lars  per  acre , 

( dollars  per  acre) 

( dollars  per  acre) 

0—20 

0.05 

21  - 40 

0.25 

41  - 60 

0.45 

61  - 100 

0.70 

101  - 180 

1.25 

181  - 500 

2.10 

501  - 600 

5.90 

601  - 1000 

5.40 

1001  - 1750 

5.40 

Over  1750 

( acres) 

( acres) 

( acres) 

( acres) 

Maximum  area  for 

computing  damage 

on  slopes 

1,690 

OTHER  DAMAGES 

Upstream 

Downst  ream 

Debris  storage 

Water  from 

Total  area  burned 

canyon 

overflow 

and/  or 

stream 

in  all  zones 

bottom 

area 

removal 

diversions 

( acres) 

( dollars  per  acre) 

( dollars  per  acre , 

(dollars  per  acre) 

(dollars  per  acre) 

0-20 

0.00 

0.00 

21  - 40 

0.00 

0.05 

41  - 60 

0.00 

0.05 

61  - 100 

0.05 

0.10 

101  - 180 

0.05 

0.20 

181  - 500 

0.10 

0.50 

501  - 600 

0.20 

0.55 

601  - 1000 

0.40 

0.80 

1001  - 1750 

0,85 

0.80 

Over  1750 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

damages 

1,690 

1,690 

i/  Based  on  1945  water  shed  conditions  and  1^41  price  levels. 


-60- 


•>* 


V. 


• ■ ■ 


- . V. 


• 


■ 


. 


. 


. 

-• 


• lf 


EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION-7 


Fire  damage  appraisal  unit:  Mijrk  Canyon 


Unit  No.  A-61 


Area  burned 

DAMAGE  TO 

IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  1 

Zone  2 

Zone  4 

Zone  5 

( acres) 

( dollars  per  acre) 

( dollars  per  'acre) 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

0.20 

0.05 

0.00 

21  - 40 

0.90 

0.20 

0.05 

41  - 60 

1.55 

0.50 

0.05 

61  - 100 

2.45 

0.50 

0.05 

101  - 180 

4.25 

0.90 

0.10 

181  - 500 

5 .60 

1.50 

0.20 

501  - 600 

5.60 

2.80 

0.40 

601  - 1000 

5.60 

5.85 

0.55 

1001  - 1750 

5.85 

0.55 

Over  1750 

5.85 

0.55 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  damage 
on  slopes 

902 

5,520 

15,676 

OTHER  DAM1  AGES 

Total  area  burned 

Upstream 

Downs  t ream 

Debris  storage 

Water  from 

in  all  zones 

canyon 

overflow 

and/  or 

stream 

bottom 

area 

removal 

diversions 

( acres) 

( dollars  per  acre) 

( dollars  per  acre) 

( dollars  per  acre) 

(dollars  per  acre) 

0-20 

0.00 

0.00 

0.00 

21  - 40 

0.00 

0.00 

0.00 

41  - 60 

0.00 

0.00 

0.05 

61  - 100 

0.00 

0.00 

0.05 

101  - 180 

0.00 

0.00 

0.10 

181  - 500 

0.05 

0.00 

0.20 

501  - 600 

0.05 

0.00 

0.55 

601  - 1000 

0.10 

0.00 

0.45 

1001  - 1750 

0.20 

0.00 

0.45 

1751  - 5000 

0.45 

0.05 

0.45 

5001  - 5000 

0.30 

0.10 

0.45 

5001  - 9000 

1.40 

0.15 

0.45 

9001  - 15,000 

5.55 

0.50 

0.45 

Over  15,000 

5.20 

0.45 

0.45 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 
damages 

18,098 

18,098 

18,098 

i/  Based  on  2945  watershed  conditions  and  2942  price  levels. 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  i/ 


Fire  damage  appraisal  unit:  Boquet  Reservoir  Unit  No. 


Area  burned 

DAMAGE  TO  IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  i 

Zone  2 

Zone  4 

Zone  5 

( acres) 

(dollars  per  acre) 

( dollars  per  acre) 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

0.05 

0.25 

21  - 40 

0.15 

1.15 

41  - 60 

0..25 

1.95 

61  - 100 

0.40 

3.10 

101  - 180 

0,70 

5.40 

181  - 500 

1.15 

9.20 

301  - 600 

2.15 

17.00 

601  - 1000 

3.00 

23  .40 

1001  - 1750 

5.00 

23  .40 

Over  1750 

5.00 

?5  40 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  damage 

on  slopes 

4,032 

3,789 

OTHER 

DAMAGES 

Total  area  burned 

Upst  ream 

Downstream 

Debris  storage 

Water  from 

canyon 

overflow 

and/or 

stream 

in  all  zones 

bottom 

area 

removal 

diversions 

( acres) 

(dollars  per  acre) 

(dollars  per  acre) 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

0.00 

0.00 

0.00 

21  - 40 

0.00 

0.00 

0.10 

41  - 60 

0.15 

0.00 

0.15 

61  - 100 

0.25 

0 .00 

0,25 

101  - 180 

0.45 

0,00 

0.40 

181  - 300 

0,75 

0.00 

0.65 

301  - 600 

1.40 

0.00 

1.25 

601  - 1000 

2.55 

0.05 

1.70 

1001  - 1750 

4.35 

0.05 

1,70 

1751  - 3000 

7.60 

0.15 

1.70 

3001  - 5000 

12.70 

0.20 

1.70 

Over  5000 

25.50 

0.40 

1 .70 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

damages 

7,821 

7,821 

7.821 

J/  Based  on  ig45  watershed  conditions  and  2942  price  levels. 


EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  ^ 


Fire  damage  appraisal  unit:  Boquet  Canyon 


Unit  No . A-65 


Area  burned 

DAMAGE  TO  IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  1 

Zone  2 

Zone  4 

Zone  5 

( acres) 

* dollars  per  acre) 

( dollars  per  acre) 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

0.05 

0.00 

21  - 40 

0.10 

0.05 

41  - 60 

0.20 

0.10 

61  - 100 

0.30 

0.10 

101  - 180 

0.55 

0.20 

181  - 300 

0.95 

0.35 

301  - 600 

1.75 

0.65 

601  - 1000 

2.40 

0.90 

1001  - 1750 

2.40 

0.90 

Over  1750 

2.40 

0.90 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  damage 

on  slopes 

14 ,502 

19,258 

OTHER  DAMAGES 

Total  area  burned 

Upstream 

Downstream 

Debris  storage 

Water  from 

in  all  zones 

canyon 

overflow 

and/or 

st  ream 

bottom 

area 

removal 

diversions 

(acres) 

( dollars  per  acre) 

( dollars  per  acre) 

(dollars  per  acre) 

(dollars  per  acre) 

0-20 

0,00 

0.00 

0.00 

21  - 40 

0.00 

0.00 

0.05 

41  - 60 

Q.QQ 

0.00 

0.05 

61  - 100 

0.00 

0.00 

0.10 

101  - 180 

0.00 

0.00 

0.15 

181  - 300 

0.00 

0.00 

0.25 

301  - 600 

0.05 

0.00 

0.45 

601  - 1000 

0.05 

0.00 

0.60 

1001  - 1750 

0.10 

0,00 

0,60 

1751  - 5000 

0.20 

0.05 

0.60 

3001  - 5000 

0.35 

0.05 

0.60 

5001  - 9000 

0.80 

0.10 

0.60 

9001  - 15,000 

1.65 

0.25 

0.60 

15,001  - 25,000 

2.95 

0.45 

0.60 

25;001  - 50,000 

5.10 

0.75 

0.60 

Over  50,000 

Maximum  area  for ' 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

damages 

33,760 

33,760 

33,760 

1/  Based  on  IQ45  watershed  60nditions  and  ig4i  price  levels . 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  V 


Fire  damage  appraisal  unit  • Dry  Canyon  Unit  No.  ■&— 64 


Area  burned 

DAMAGE  TO 

IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  i 

Zone  2 

Zone  4 

Zone  5 

( acres) 

( dollars  per  acre) 

( dollars  per  acre , 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

0.15 

21  - 40 

0 = 75 

41  - 60 

V_ 

1.50 

61  - 100 

2.10 

101  - 180 

3.60 

181  - 500 

4.75 

301  - 600 

4.75 

601  - 1000 

4.75 

1001  - 1750 

4.75 

Over  1750 

4.75 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  damage 
on  slopes 

2,995 

OTHER  DAMAGES 

Total  area  burned 

Upstream 

Downstream 

Debris  storage 

Water  from 

canyon 

overflow 

and/or 

stream 

in  all  zones 

bottom 

area 

removal 

diversion  s 

( acres) 

(dollars  per  acre) 

( dollars  per  acre , 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

0 = 00 

1.80 

21  - 40 

0 = 05 

8=50 

41  - 60 

0 .,05 

14=40 

61  - 100 

0=10 

22=70 

101  - 180 

0 - 15 

39  = 30 

181  - 500 

0.25 

51=50 

501  - 600 

0 ;5Q 

51  = 50 

601  - 1000 

0 = 85 

51  = 50 

1001  - 1750 

1 = 45 

51.50 

Over  1750 

3.30 

51.50 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

2,995 

2,995 

damages 

1/  Based  on  iq4$  watershed  conditions  and  1941  price  levels . 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  -X 


Fire  damage  appraisal  unit:  San  Francisquito  Canyon  Unit  No.  A-65 


Area  burned 

DAMAGE  TO  IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  1 

Zone  2 

Zone  4 

Zone  5 

( acres) 

( dollars  per  acre) 

( dollars  per  acre ) 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

0,05 

0.05 

0.05 

21  - 40 

0.30 

0.30 

0.15 

41  - 60 

0,55 

0.50 

0.25 

61  - 100 

0,85 

0.75 

0.35 

101  - 180 

1.45 

1.35 

0.65 

181  - 300 

1.90 

2.50 

1.10 

301  - 600 

1.90 

4.20 

2.00 

601  - 1000 

1.90 

5.80 

2.80 

1001  - 1750 

1.90 

5.80 

2.80 

Over  1750 

1.30 

5.80 

2.80 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  damage 
on  slopes 

1,830 

11,712 

17,274 

OTHER  DAMAGES 

Total  area  burned 

Upstream 

Downstream 

Debris  storage 

Water  from 

in  all  zones 

canyon 

overflow 

and/or 

stream 

bottom 

area 

removal 

di versions 

(acres) 

( dollars  per  acre) 

( dollars  per  acre) 

( dollars  per  acre) 

(dollars  per  acre) 

0-20 

0.00 

0.00  . 

0.00 

21  - 40 

0.00 

0.00 

0.05 

41  - 60 

0.00 

0.00 

0.05 

61  - 100 

0,00 

0.00 

0.10 

101  - 180 

0.00 

0.00 

0.15 

181  - 300 

0.00 

0.00 

0.25 

301  - 600 

0.00 

0.00 

0.50 

601  - 1000 

0.05 

0.00 

0.70 

1001  - 1750 

0.05 

0.00 

0.70 

1751  - 3000 

0.10 

Q .05 

0.70 

3001  - 5000 

0.25 

0.05 

0.70 

5001  - 9000 

0.50 

0.10 

0.70 

9001  - 15,000 

1.05 

0.25 

0.70 

15,001  - 25,000 

1.85 

0.40 

0.70 

25,001  - 50,000 

2.95 

0.65 

0.70 

Over  50,000 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 
damages 

30,816 

30,816 

30,816 

i/  Based  on  1945  watershed  conditions  and  1g4i  price  levels . 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  i/ 


Fire  damage  appraisal  unit ; Elizabeth  Lake  Reservoir 


Unit  No.A-66 


Area  burned 

DAMAGE  TO  IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  1 

Zone  2 

Zone  4 

Zone  5 

( acres) 

(dollars  per  acre) 

( dollars  per  acre) 

(dollars  per  acre) 

(dollars  per  acre) 

0-20 

0.10 

0.25 

21  - 40 

0.55 

1.20 

41  - 60 

0.95 

2 a 10 

61  - 100 

1.45 

5.50 

101  - 180 

2.55 

5.80 

181  -r  500 

4.40 

9.90 

501  - 600 

8 .10 

12.60 

601  - 1000 

11.20 

12,60 

1001  - 1750 

11.20 

12.60 

Over  1750 

11.20 

12.60 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  damage 

on  slopes 

2,126 

5,545 

» 

OTHER 

DAMAGES 

Total  area  burned 

Upstream 

Downstream 

Debris  storage 

Water  from 

canyon 

overflow 

and/or 

stream 

in  all  zones 

bottom 

area 

removal 

diversions 

( acres) 

(dollars  per  acre) 

(dollars  per  acre) 

( dollars  per  acre ) 

( dollars  per  acre) 

0-20 

0.00 

0,00 

21  - 40 

0,00 

OoOO 

41  - 60 

0.00 

OoOO 

61  - 100 

0.00 

OoOO 

101  - 180 

0.00 

OoOO 

181  - 500 

0.00 

OoOO 

501  - 600 

0.05 

OoOO 

601  - 1000 

0.05 

0,00 

1001  - 1750 

0.10 

0.00 

1751  - 5000 

0.20 

0,00 

5001  - 5000 

0.55 

OoOO 

Over  5000 

0.50 

OoOO 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 

damages 

5 , 669 

5 , 669 

4/  Based  on  1945  watershed  conditions  and  1941  price  levels. 


EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION 


Fire  damage  appraisal  unit : Elizabeth  Lake  Canyon 


Unit  No.  A-67 


Area  burned 

damage  to  IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  1 

Zone  2 

Zone  4 

Zone  5 

( acres) 

( dollars  per  acre) 

( dollars  per  acre] 

( dollars  per  acre) 

( dollars  per  acre) 

0-20 

0,00 

0.05 

0.05 

0.00 

21  - 40 

0.05 

0.20 

0.30 

0.05 

41  - 60 

0,10 

0.35 

0.50 

0,10 

61  - 100 

0,15 

0.60 

0.80 

0 ,15 

101  - 180 

0,25 

1.00 

1.40 

0.20 

181  - 300 

0 ,45 

1.35 

2.55 

. 0.35 

301  - 600 

0,55 

1.55 

4.40 

0.70 

601  - 1000 

0 ,55 

1,35 

6.10 

1.60 

1001  - 1750 

0,55 

1.35 

6.10 

1.60 

Over  1750 

0.55 

6.10 

1.60 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  damage 
on  slopes 

7,597 

1,088 

11,290 

20,185 

OTHER  DAMAGES 

Total  area  burned 

Upstream 

Downstream 

Debris  storage 

Water  from 

in  all  zones 

canyon 

overflow 

and/or 

stream 

bottom 

area 

removal 

di versions 

(acres) 

( dollars  per  acre) 

( dollars  per  acre) 

(dollars  per  acre) 

(dollars  per  acre) 

0-20 

0.00 

0.00 

0.05 

0.00 

21  - 40 

0.00 

0.00 

0.15 

0.00 

41  - 60 

0.00 

0.00 

0.25 

0.00 

61  - 100 

0.00 

0.00 

0-.40 

0.00 

101  - 180 

0.00 

0.00 

0.70 

0.00 

181  - 300 

0.00 

0.00 

1.20 

0.00 

301  - 600 

0,00 

0.00 

2.25 

0.05 

601  - 1000 

0.05 

0.05 

3.10 

0.05 

1001  - 1750 

0.05 

0.05 

3.10 

0.05 

1751  - 3000 

0.15 

0.10 

3.10 

0.05 

3001  - 5000 

0.25 

0.20 

3.10 

0.05 

5001  - 9000 

0.55 

0.40 

3.10 

0.05 

9001  - 15,000 

1.20 

0.85 

3.10 

0.05 

15,001  - 25,000 

2.15 

1.50 

3.10 

0.05 

25,001  - 50,000 

4.55 

3.20 

3.10 

0.05 

Over  50,000 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 
damages 

40,160 

40,160 

40,160 

40,160 

47  Based  on  2945  watershed  6onditions  and  *942  price  levels. 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION-7 


Fire  damage  appraisal  unit:  Castaic  Valley  Unit  No.  -^“68 


Area  burned 

DAMAGE  TO 

IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  i 

Zone  2 

Zone  4 

Zone  5 

( acres) 

( dollars  per  acre) 

( dollars  per  acre) 

(dollars  per  acre) 

( dollars  per  acre) 

0-20 

0 0 00 

0.15 

0 o05 

21  - 40 

OoOO 

0.65 

0.20 

41  - 60 

OoOO 

lcl5 

0 o35 

61  - 100 

0.00 

1.85 

0,60 

101  - 180 

OoOO 

3.20 

1,00 

181  - 500 

0.00 

5.50 

1,70 

301  - 600 

0.00 

10.10 

3 o20 

601  - 1000 

0.00 

13  o90 

5.80 

1001  - 1750 

13.90 

7 o30 

Over  1750 

13,90 

7.30 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  damage 
on  slopes 

966 

7,323 

13,754 

OTHER  DAM1  AGES 

Total  area  burned 

Upstream 

Downs  t ream 

Debris  storage 

Water  from 

in  all  zones 

canyon 

overflow 

and/  or 

stream 

bottom 

area 

removal 

diversions 

( acres) 

( dollars  per  acre) 

( dollars  per  acre) 

(dollars  per  acre) 

(dollars  per  acre) 

0-20 

0.00 

0o00 

0.00 

21  - 40 

OoOO 

OoOO 

0,05 

41  - 60 

0.00 

0^00 

OolO 

61  - 100 

0.00 

0o00 

0 ol5 

101  - 180 

OoOO 

OoOO 

0.25 

181  - 300 

0.00 

OoOO 

0 ,40 

301  - 600 

0 o05 

0.00 

0 o75 

601  - 1000 

0.05 

OoOO 

1 o05 

1001  - 1750 

0*10 

OoOO 

1.05 

1751  - 3000 

0 ol5 

0.05 

1.05 

5001  - 5000 

0o30 

0.05 

lo05 

5001  - 9000 

0a50 

OolO 

1.05 

9001  - 15,000 

0 o85 

0.15 

lo05 

Over  15,000 

1,60 

0 o30 

1,05 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 
damages 

22 . 043 

22 , 043 

22 , 043 

±/  Based  on  2945  watershed  conditions  and  1941  price  levels. 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  ^ 


Fire  damage  appraisal  unit:  Casta ie  Cre.eX 


Unit  No . A-69 


Area  burned 

DAMAGE  TO  IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  i 

Zone  2 

Zone  4 

Zone  5 

( acres) 

( dollars  per  acre) 

( dollars  per  acre) 

( dollars  per  acre) 

( dollars  per  acre) 

0-20 

0.00 

0,05 

0.05 

0.00 

21  - 40 

0 

1 — 

c 

0 

0 025 

0,15 

0.00 

41  - 60 

0 ol5 

0.40 

0.25 

0.00 

61  - 100 

0,25 

0,65 

0.45 

0.05 

101  - 180 

0.45 

1„10 

0.75 

0,05 

181  - 500 

0*60 

1*45 

1*30 

0.10 

501  - 600 

0*60 

1.45 

2*40 

0.15 

601  - 1000 

0*60 

2*40 

0*30 

1001  - 1750 

0 *60 

2.40 

0.50 

Over  1750 

0.60 

2 .40 

0*65 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  damage 
on  slopes 

6,214 

595 

9,825 

35,968 

OTHER  DAMAGES 

Total  area  burned 

Upstream 

Downstream 

Debris  storage 

Water  from 

in  all  zones 

canyon 

overflow 

and/or 

stream 

bottom 

area 

removal 

di versions 

(acres) 

( dollars  per  acre) 

(dollars  per  acre) 

(dollars  per  acre) 

(dollars  per  acre) 

0-20 

0*00 

0.00 

0.00 

21  - 40 

0.00 

0.00 

0*10 

41  - 60 

0.00 

0.00 

0*15 

61  - 100 

0.00 

0.00 

0 .25 

101  - 180 

0.00 

0.00 

0.45 

181  - 500 

0.00 

0.00 

0o75 

501  - 600 

0.00 

0.00 

1.40 

601  - 1000 

0,00 

0900 

2*50 

1001  - 1750 

0.00 

QVE© 

3.15 

1751  - 5000 

0.00 

0*05 

3.15 

5001  - 5000 

0.05 

0.10 

3.15 

5001  - 9000 

0.10 

0.25 

3.15 

9001  - 15,000 

0.15 

0.55 

3.15 

15,001  - 25,000 

0.30 

1.05 

3.15 

25,001  - 50,000 

0.65 

2.10 

3.15 

Over  50,000 

0.90 

3.05 

3*15 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 
damages 

52,602 

52,602 

52,602 

1/  Based  on  1945  watershed  6onditions  and  *941  price  levels . 
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EXPECTED  FIRE  DAMAGE  FROM  INCREASED  RUN-OFF  AND  EROSION  U 


Fire  damage  appraisal  unit  : Pirn  Creek 


Unit  No.  A- 70 


Area  burned 

DAMAGE  TO 

IMPROVEMENTS  ON  UPSTREAM  SLOPES  BURNED 

by  zones 

Zone  i 

Zone  2 

Zone  4 

Zone  5 

( acres) 

(dollars  per  acre) 

(dollars  per  acre) 

( dollars  per  acre) 

(dollars  per  acre) 

0-20 

0,00 

0.00 

0.00 

0*00 

21  - 40 

0,05 

0 ,05 

0,05 

0*00 

41  - 60 

0,05 

0 *05 

0,10 

0,05 

61  - 100 

0.05 

0 .10 

0 , .15 

0,05 

101  - 180 

0.10 

. 0,20 

0,30 

0*10 

181  - 500 

0.20 

0*30 

0,50 

0*20 

301  - 600 

0.40 

0.55 

0*95 

0,35 

601  - 1000 

0,70 

0.80 

1,70 

0.60 

1001  - 1750 

0 * 90 

0*80 

2,20 

1,00 

Over  1750 

0.90 

0.80 

2.20 

1.35 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  damage 
on  slopes 

34,047 

26,571 

81 . 018 

116,085 

OTHER  DAMAGES 

Total  area  burned 

Upstream 

Downs  t ream 

Debris  storage 

Water  from 

in  all  zones 

canyon 

overflow 

and/or 

st  ream 

bottom 

area 

removal 

diversions 

( acres) 

(dollars  per  acre) 

( dollars  per  acre , 

(dollars  per  acre) 

(dollars  per  acre) 

0-20 

0.00 

0,00 

0,00 

21  - 40 

0,00 

0,00 

0,00 

41  - 60 

0,00 

0.00 

0,05 

61  - 100 

0..00 

0.00 

0.05 

101  - 180 

0.00 

0,00 

0,1; 

181  - 300 

0.00 

0.00 

0,15 

301  - 600 

0,00 

0.00 

0 , 30 

601  - 1000 

0.00 

0,00 

0.53 

1001  - 1750 

0,00 

0,00 

0*?0 

1751  - 3000 

0.00 

0.00 

0-70 

3001  - 5000 

0.00 

0,00 

0*70 

5001  - 9000 

0,00 

0 00 

0,70 

9001  - 15,000 

0.00 

0,00 

0*70 

15,001  - 25,000 

0.00 

0.00 

0 

0 

0 

25,001  - 50,000 

0.00 

0.00 

0,70 

50,001  - 100,000 

0.03 

0 , 05 

0*70 

100,001  - 200,000 

0,05 

0.05 

0.70 

Over  200,000 

0.10 

0.15 

0,70 

Maximum  area  for 

( acres) 

( acres) 

( acres) 

( acres) 

computing  other 
damages 

257,721 

257.721 

Or-.ry  -7  2 

!_/  Based  on  1945  watershed  conditions  and  1941  price  levels. 
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FIRE  DAMAGE  APPRAISAL  UNIT  MAPS 


Angeles  National  Forest 


No. 

A-l 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 
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16 

17 

18 

19 
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21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 
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FIRE  DAMAGE  APPRAISAL  UNIT  MAPS' 


Name 

San  Antonio  Canyon 
Thompson  Creek 
Lower  Thompson  Creek 
Liveoak  Creek 
Bradford  Avenue 
Marshall  Creek 
San  Dimas  Reservoir 
San  Dimas  Canyon 
Johnstone  Peak 
Dalton  Reservoir 
Dalton  Canyon 
Little  Dalton  Canyon 
Glendora 

East  Fork  San  Gabriel  River 
North  Fork  San  Gabriel  River 
Bear  Creek 

West  Fork  San  Gabriel  River 

San  Gabriel  Reservoir  No.  1 

Morris  Reservoir 

Lower  San- Gabriel  Canyon 

Roberts  Canyon 

Fish  Canyon 

Duarte 

Sawpit  Canyon 

Monrovia  Canyon 

Ruby  Canyon 

Santa  Anita  Canyon 

Clamshell  Canyon 

Little  Santa  Anita  Canyon 

Sierra  Madre 

Eaton  Canyon 

Rubio-Las  Flores 

West  Ravine 

Arroyo  Seco 

Flint  Canyon 


No . Name 

A- 36  Mt . Lukens 

37  Blanchard  Canyon 

38  Haines  Canyon 

39  Zachu  Canyon 

40  Tujunga  Reservoir 

41  Tujunga  Canyon 

42  Little  Tujunga  Canyon 

43  Pacoima  Creek 

44  Lopez  Canyon 

45  May  Canyon 

46  Wilson  Canyon 

47  Sombrero  Canyon 

48  Grapevine 

49  Sheep  Creek 

50  Mescal  Creek 

51  Big  Rock  Creek 

52  Pearblossom 

53  Little  Rock  Creek 

54  Little  Rock  Wash 

55  Hunt  Creek 

56  Amargosa  Creek 

57  Fairmont 

58  Soledad  Canyon 

59  Newhall  Creek 

60  Sierra  Pelona 

61  Mint  Canyon 

62  Boquet  Reservoir 

63  Boquet  Canyon 

64  Dry  Canyon 

65  San  Francisquito  Canyon 

66  Elizabeth  Lake  Reservoir 

67  Elizabeth  Lake  Canyon 

68  Castaic  Valley 

69  Castaic  Creek 

70  Piru  Creek 


San  Antonio  Canyon  A-l 


No. 

A-l 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 


FIRE  DAMAGE  APPRAISAL  UNIT  MAPS" 


Name 

San  Antonio  Canyon 
Thompson  Creek 
Lower  Thompson  Creek 
Liveoak  Creek 
Bradford  Avenue 
Marshall  Creek 
San  Dimas  Reservoir 
San  Dimas  Canyon 
Lohnstone  Peak 
Dalton  Reservoir 
Dalton  Canyon 
Little  Dalton  Canyon 
Glendora 

East  Fork  San  Gabriel  River 
North  Fork  San  Gabriel  River 
Bear  Creek 

West  Fork  San  Gabriel  River 

San  Gabriel  Reservoir  No.  I 

Morris  Reservoir 

Lower  San- Gabriel  Canyon 

Roberts  Canyon 

Fish  Canyon 

Duarte 

Sawpit  Canyon 

Monrovia  Canyon 

Ruby  Canyon 

Santa  Anita  Canyon 

Clamshell  Canyon 

Little  Santa  Anita  Canyon 

Sierra  Madre 

Eaton  Canyon 

Rubio-Las  Flores 

West  Ravine 

Arroyo  Seco 

Flint  Canyon 


No . Name 

A- 3 6 Mt . Lukens 

37  Blanchard  Canyon 

38  Haines  Canyon 

39  Zachu  Canyon 

40  Tujunga  Reservoir 

41  Tujunga  Canyon 

42  Little  Tujunga  Canyon 

43  Pacoima  Creek 

44  Lopez  Canyon 

45  May  Canyon 

46  Wilson  Canyon 

47  Sombrero  Canyon 

48  Grapevine 

49  Sheep  Creek 

50  Mescal  Creek 

51  Big  Rock  Creek 

52  Pearblossom 

53  Little  Rock  Creek 

54  Little  Rock  Wash 

55  Hunt  Creek 

56  Amargosa  Creek 

57  Fairmont 

58  Soledad  Canyon 

59  Newhall  Creek 

60  Sierra  Pelona 

61  Mint  Canyon 

62  Boquet  Reservoir 

63  Boquet  Canyon 

64  Dry  Canyon 

65  San  Francisquito  Canyon 

66  Elizabeth  Lake  Reservoir 

67  Elizabeth  Lake  Canyon 

68  Castaic  Valley 

69  Castaic  Creek 

70  Piru  Creek 


San  Antonio  Canyon  A-l 


2 

4 


1 
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A-4 


Thompson  Creek 

A-2 

Lower  Thompson 

Creek  A-3 

Live oak  Creek 

A-4 

Bradford  Avenue 

A -6 

Marshall  Creek 

A-6 

-75- 


San  Dimas  Reservoir  A-7 


San  Dimas  Canyon  A -8 
Johnstone  Peak  A— 9 


Zone  1 

j Zone  2 

Zone  4 
Zone  5 

0 12 

1 1 T 

Miles 


-75 


Dalton  Reservoir  A-10 
Dalton  Canyon  A-ll 


H 


0 12 

1 1 1 

Miles 
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Little  Dalton  Canyon  A— 12 
Glendora  A— 13 


A— 12 


Zone  4. 
Zone  5 


Miles 


East  Fork  San  Gabriel  River  A—14 


Zone  1 

Zone  2 ^ 

Zone  4, 

Zone  5 

0 12? 

l 1 1 1 

Miles 
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North  Fork  San  Gabriel  River  A— 15 


0 

b 


1 2 

, 1 

Miles 
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Bear  Creek  A— 16 


Zone  1 
Zone  2 
Zone  4 
Zone  5. 


0 

f 
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Miles 


West  Fork  San  Gabriel  River  A— 17 
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Miles 


San  Gabriel  Reservoir  No.l  A-18 


Zone  1 
Zone  2 
Zone  4. 
Zone  5. 


0 12 

i 1 1 

Miles 
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Morris  Reservoir  A— 19 

Lower  San  Gabriel  Canyon  A-ZQ 


f/IOHRlS 

* 


0 ■ 1 2 

I 1 1 

Miles 


-83 


Roberts  Canyon  A -21 
Fish  Canyon  A-22 


Zone  1 
Zone  2 

Zone  4. 
Zone  5 


0 


Miles 
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A-£4 


Duarte  A -2 5 
Sawpit  Canyon  A-24 
Monrovia  Canyon  A-25 
Ruby  Canyon  A-26 
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Santa  Anita  Canyon  A -2 7 


C\2t 
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o- 


Miles 


Clamshell  Canyon  A-28 
Little  Santa  Anita  Canyon  A-29 
Sierra  Madre  A-30 
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Miles 


Eaton  Canyon  A -51 
Rubio  — Las  Flores  A-52 
West  Ravine  A-55 


0 

h 


1 


Miles 


2 
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Arroyo  Seco  A -54 


Zone  1 
Zone  2 

Zone  4 
Zone  5 


0 . 1 

Miles 
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A-56 


Flint  Canyon  A— 35 
Mt.  Lukens  A-36 


-90- 


Miles 


Blanchard  Canyon  A-37 
Haines  Canyon  A -5 8 
Zachau  Canyon  A -5  9 


Zone  4 
Zone  5 


Miles 
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Tujunga  Reservoir  A-40 


-92- 


Tujunga  Canyon  A -41 


1 — 1 
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Little  Tujunga  Canyon  A -42 


0 12 

1 f 1 


Miles 
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Pacoima  Creek  A-45 


Zone  1 
Zone  2 
Zone  4. 
Zone  5. 


Miles 


-95- 


n — 2 


UO-ilY  UU 

May  Cary  on  A-45 


T 


<$ 
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Miles 


Wilson  Canyon  A-46 
Sombrero  Canyon  A-47 
Grapevine  Canyon  A^±8 
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Sheep  Creek  A^9 


Zone  1 
Zone  2. 
Zone  5 


1 2 

1 f 

Miles 
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Mescal  Creek  A -50 
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Big  Rock  Creek  A-51 
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Miles 


Pearblossom  A -5 2 
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